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ABSTRACT 

The Senior Officer Oral History Program (SOOHP) is 
sponsored jointly by the U.S. Army War College and the U.S. Army 
Military History Institute, as an educational service. As of 1992, 
this program includes over 2,000 hours of tcped interviews and 
100,000 transcribed pages covering 900 military personalities and 
special topics. This document is a handlist designed to aid 
researchers. The handlist is organized by project and its entries 
contain information such as the name of the interviewee, branch of 
service, year of interview, pages of transcript, name of 
interviewer(s), unit type, location of operation, and period of 
service. Some of the projects listed are topical oral history 
projects such as The Last Days of Vietnam or Grenada 1983. Other 
projects huve titles such as Division Command Lessons Learned, 
Operation DESERT STORM, and Company Command in Vietnam (1981-1985). 
Two appendices are included: Senior Officer Debriefing Reports, and 
Combat Developments Command Debriefing Reports. (DB) 
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DEPARTMENT OF THE ARMY 
US ARMY WAR COLLEGE 
CARLISLE BARRACKS. PENNSYLVANIA 17013-8050 


acne January 2, 1992 


aliguiee oF 


Office of the Director 


Dear Researcher: 


The Senlor Officer Oral History Program CSOOHP) Is sponsored jointly by 
the U.S. Army War College and the U.S. Army Military History Institute. This 
program now Includes over 2,000 hours of taped Interviews anc 100,000 
transcribed pages covering 900 military personalities and special topics. 
Other commands, assoclatlons, and Individuals have donated oral histories to 
the Institute for use by researchers. This handlist reflects the Increasing 
growth over the years. 


To make this handlist more useful to researchers, there are some changes 
from the last edition. As before, each project generally Is coded with 
respect to Its completion and accessibility. The code appears on page Iil. 
Projects In the SOOHP are not generally avaliable for use unti! all work, 
Including access agreements, Is completed. The exception Is a project which 
has come from other sources. Often access agreements do not exist or were not 
provided to the Institute. Access In these cases generally Is regarded as 
open to bona fide researchers. Work to complete remaining projects continues. 
Potential users should Inquire about the status of projects cf Interest show 
as Incomplete prior to coming to the U.S. Army Military Histcry Institute to 
conduct research. 


Tapes and transcripts generally do not circulate via Interlibrary loan 
and are not reproducible, except for short passages from transcripts otherwise 
open to all researchers. Tapes and transcripts must be used In the 
Institute's Audio-Visual or Archives Branch. A duplicate copy of transcripts 
open to all Is avallable at the U.S. Army Center of Military History In 
Washington, OC. 


Send Inquiries about the SOOHP to: 


Assistant Director for Educational Services 
U.S. Army Military History Institute 

Carlisle Barracks, PA 17013-5008 

Telephone: 717-245-4113 CAutovon: 242-4113) 


Thomas W. Pia 
Colonel, 
Director 
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No Code - Resident Program, U.S. Army War College 
D - Corresponding Studies Program, U.S. Army War Col lege 
L - U.S. Army Command & General Staff College Supplemental Program 
M- Military Study Program, Independent Study Project 
S - Special Program 


BRANCH 

AN - Army Nurse Corps EN - Corps of Engineers MS - Medical Service Corps 
AR - Armor FA - Field Artillery NG - Natlonal Guard 
CC - Chemical Corps IC = Intelligence Corps ,0D - Ordnance Corps 
CH - Chaplains IN = Infantry QM - Quartermaster Corps 
DC - Dental Corps JA - Judge Advocate General's Corps SC - Signal Corps 

MC - Medical Corps TC - Transportation Corps 

USAF - United States Alr Force WAC = Women's Army Corps 


USMC - United States Marine Corps 


PROJECT STATUS 


C - Comlete 
IA - Incomplete; requires access agreement 
IE - Incomplete; requires campletion of Interviewer edit 
1G - Incomplete; requires compietion of Interviewee edit 
IT - Incomplete; requires final typing/review 
IS - Incomplete; requires transcription 

PIS = Possible Interview Scheduled 


ACCESS STATUS 


OA - Open to all who seek access 

OB = Open to bonafide researchers and scholars 

OM - Open to active/ret!red members of the Armed Forces and DOD civilians 
who are determined to be bonafide researchers and scholars by the 
Director, U.S. Army Military History Institute 

PD - Access by permission of the Interviewee. Permission may be obtained 
through the Director, U.S. Army Military History Institute 

CD = Closed unt!! death of Interviewee or unt!l! Interviewee directs 
otherwise 

CA - Closed to all 


* Program codes are located In the "Year" colum of the handlIst. 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
ADAMS, GEN Paul D. IN 1975 433 OB Lang and Monclova Cc X Also papers 
ADAMS-ENDER, BG Clara AN 1992 Cheney 1s 
ALLEN, Mr. George CIV. 1988 - - Kessler IG - 
IN 19751, 406 OA Fergusson C X Also papers 
IN 1976D 361 OB Stumpe c x 
OD 1974L 482 OA Morrison c x 
BAILEY, BG Mildred C. WAC 1979D 351 OA Messer 3 x 
BARNEH, BG JAMES WwW. CAV 1974 20 OB Henry C Appen to Forsythe 
BEACH, GEN Dwight E. FA 1989 176 OA Brown Cc x 
BECKWITH, COL Charlie A. IN 1982D 517 PD Frasche IT - Classified 
BELL, MG Raymond E. IN 1989 Ruppert IG 
BENNETT, GEN Donald V. FA 1976 376 OB Hatcher and Smith Cc X Also VTRs 
BERNIER, MG Joseph L. DC 1986 94 - Cruse IG - 
BERRY, LTG Sidney B. IN 1983 1033 - Broyles IT 
BESSON, GEN Frank S. TC 1973 469 OB Stephenson and Toole Cc x 
BETTS, LTG Austin W. EN 1971 214 OB Henk and Wahle Cc X Also papers 
BIRRER, Dr. Ivan J. CIV 1977LS 268 OA Dought y Cc x 
BLACK, COL Robert I.. MS 1984 131 OA Baker c X 
BLACKBURN, BG Donald D. IN 1983 387 OA Smith c x 
BLANCHARD, GEN George S. IN 1980 328 OB Longhofer c - 
BOLTE, GEN Charles L. IN 1972/86S 39? OA Zoebelein and Coffman Cc X Also papers 
BONESTEEL, GEN Charles H, Ih 1973 4O4 OA St. Louls Cc Classi fled © 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIEWERCS ) PROJECT COPY NOTES 
OF STATUS STATUS AT 


BOYLE, LTG Andrew J. AR 1971 251 0B Walton C xX Also papers 


BRADLEY, GOA Omar N. IN 1974/5S 633 PD Hanson IE - Also papers 

BROWN, MG Charles P. FA 1983 235 OB Bur] ingame X Also papers 

BURCHINAL, GEN David A. USAF 1975 203 OB Schmidt and Strasser Cc x 

CARAWAY, LTG Paul W. IN 1971 726 OB Ray c X Also papers 

CARTER, LTG Marshal! S. FA 1973S 362 PD Pappas Cc 4 

CAVAZOS, GEN Richard E. IN 1988 261 OA Crider 1G x 

CHEEVER, COL Charles E. JA 1983 141 OA Green C x 

CHESAREK, GEN Ferdinand J. FA 1971 401 OB Agnew and Lawrence Cc X Also papers 

CLARK, GEN Mark W. IN 1973 475 0B Rittgers Cc x 

CLARK, COL Mildred I. AN 1986 276 0B Adams c x ; 

CLARKE, GEN Bruce C. EN 1982 342 OA Kish Cc X Also papers 

CLARKE, MG Mary E. WAC 19830 186 08 Clark Cc - 

CLAY, GEN Lucius D0. EN 1973. 165 OA Rodgers C 4 

COFFIN, LTG Robert E. FA 1981D 408 OM Yateman C x 

COLGLAZIER, LTG Robert W. Ur. EN 1984 337 0B Kearney Cc 4 

COLLINS, LTG Arthur S. Jr. IN 1982 450 OA Robbins C X Also papers 

COLLINS, GEN J. Lawton IN 1972 439 0B Sperow C X Also papers 

COLLINS, GEN James F. FA 1976D 219 OB Hampton Cc x 

COLLINS, MG Richard FA 19770 296 OB Bowman Cc ‘X Also papers 

CONWAY, GEN Theodore J. IN 19780 174 OA Ensslin Cc Also papers 

COOKSEY, LTG Howard H. IN 19810 103 OA Holmes ¢ X Classified papers 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIEWERCS) PROJECT + COPY NOTES 
OF STATUS STATUS AT 
CORCORAN, LTG Charles A. FA 1975 166 OM Langer c - 
CRIBBINS, Mr. Joseph CIV 1988 279 OA Proctor Cc - 
CRITZ, LTG Harry H. FA 1981 121 OB Bryan Cc x 
DAVIS, LTG John J. FA 1986 _165 OA Fullerton Cc x : 
DAVISON, MG Frederic E. IN 1981 169 OB Brayboy IT - 
DAVISON, GEN Michael S. AR 1976 248 OB Brudvig and Farmer C ~ Also VTR/papers 
DEANE, GEN John R. IN 1985 508 - Sosnowsk| ‘IT - 
DECKER, GEN George H. IN 1973 277 OB Ralls c X Also papers 
DEPUY, GEN William E. IN 1979 366 OB Brownlee and Mullen Cc X Also papers 
DESOBRY, LTG William R. AR 1978D 646 08 Chesney Cc - 
DEUTSCH, Dr. Harold C. CIV. 1984 300+ - Selbert IT - 
DOLVIN, LTG Welborn G. AR 1977S 42 OA Gerard and Willis C X Classified papers 
DUDLEY, BG John H, EN 1978S 27 OA Dudley Cc - Also papers 
EAKER, LTG Ira C. IN 1972 165 fe) } Green : 3 x Also papers 
EBERLE, MG George L. IN 1975S 67 OM Barnard Cc x 
EDDLEMAN, GEN Clyde 0. IN 1975 228 OB Smith and Swindler C X Also papers 
ELLIS, COL Burton JA 1988 126 OB Lancaster Cc Xx 
ELTON, LTG Robert IN 1990 OA Trez Cc Classification 
Review 
ENGLER, LTG Jean E. on 1981 308 OA Shepard C x 
CHAS, UTG William Py Jr. FA 1984 216 O8 Monteverde ¢ 
FWELL, &TG sultan a. Why 1979 103 OA Blasell and Crowley C 
ie 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIFWERCS ) PROJECT COPY NOTES 
TRANS STATUS STATUS AT 

FISCHER, LTG Harvey H. IN 19790 115 OM Gaver C X 
FITCH, LTG Alva R. FA 1984 139 08 Kough Cc X Also papers 
FORRESTER, LTG Eugene P. IN 19850 783 08 Bluhm c X Also papers 
FORSYTHE, LTG George I. IN 1974 518 OB. Henry C - Also VTR 
FRANKLIN, COL Robert B. FA 1983S 65 OA Franklin and Frasche Cc - Also Papers 
FREEMAN, GEN Paul L. IN 1974 267 OA Ellis Cc xX 
FURUE, MR. Tadao CIV. = 1987 311 08 Johnson C - 
FUSON, LTG Jack C. Tc 1986 287 OA Ruderman C x 
GAVIN, LTG James M. IN 1975 91 08 Andrews and Ferguson C - 
GAY, LTG Hobart R. QM 19810 86 08 Wal lace Cc X Also papers 
GOODPASTER, GEN Andrew J. EN 1976 328 OB Ferguson and Johnson Cc X Also VTR 
GORMAN, GEN Paul F. IN 1991 Reddy IG Also papers 
GREENLIEF, MG Francis S. IN 1982D 309 OA Simmons Cc 
GROMBACHER, MG Gerd S. sc 19850 322 OA Schultz Cc X 
GUTHRIE, GEN John R. FA 1985 561 - Ashworth c - Also papers 
HACKETT, LTG kobert FA 19830 292 0B Livingston Cc Xx 
HAINES, GEN Ralph €. ur. AR 1976L 135 0B Hudson Cc - Also papers 
HALDANE, LTG Robert IN 1985 125 0B Hagler Cc eS 
HAMLETT, GEN Barksdale FA 1976 389 OA Ridqway and Walter ¢ X | Also VTR 
HAMRICK, 8G William A. MS 1984 132 OA Sylvester ¢ xX 
HANDY, GEN Thomas T. FA 1974 238 0B Knof f Cc Xx 
HARKINS, GEN Paul D. AR -1975L 75 OA Couch e° x 
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BR YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
HARRELL, GEN Ben IN 1972 202 OA Hayden Cc X 
HARRISON, LTG William K. ur. AR 19810 544 OA Mathis Cc X Appendices 
HAY, LTG John H. ur. IN 1981D 105 OB Thomas C X 
HAYNES, COL Inez AN 1987 278 - Burke IT - 
HAYS, BG Anna Mae V. AN 1983 215 OA Carson Cc xX 
HEATON, LTG Leonard D. MC 1979D 532 OB McLean Cc X Also papers 
HEINTGES, LTG John A, IN 1974L 732 OA Pelliccl c x 
HEISER, LTG Joseph M. Ur. 0.) 1976 290 OB Tussing and Wilson Cc x 
HERSH, DR. Charles M. Civ. 1989 Tobin c Classification 
HERSHEY, GEN Lewis 8. FA 1975 198 OA Elder and Hattersley c x hp 
HEWITT, MG Robert A. FA 1982D 343 OB Bevan Cc x 
HODSON, MG Kenneth J. JA 1972 692 08 Boyer C xX 
HOGE, GEN WIlliam M, EN 1974 329 OB Robertson Cc x 
HOLDER, Mrs. Mary C. Civ 1978S 26 OA Everett C x 
HOWZE, GEN Hamilton H., AR 1973 335 0B Reed Cc X Also papers 
HULL, GEN John E. Ih 1974 379 OA Wurman C X Also papers 
JENNINGS, LTG Hal 6. MC 1983 349 OA Yamanouch| c x 
JOHNSON, GEN Harold K. IN 1972/73 618 0B Agnew, Davis, Glover Cc xX Also papers 
and Jensen 
JOHNSON-RBROWN, BG Hazel W. AN 1984 156 OB Bombard C x 
CAFKALAS, MG Nicholas P. Wh L98eN 170 OA Harkins C x 
KEITH, GET Donald R. FA 1987 7349 OA Honse and Stoddart Cc - 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIEWERCS ) PROJECT COPY NOTES 
Be STATUS STATUS AT 
KERWIN, GEN Walter T. ur. FA 1980 524 OB Doehle C X% Also papers 
KINNARD, LTG Harry W. O. IN 1983 149 OB Couch C x 
KNOWLTON, GEN William A. AR 1982 321+ - Hazen IG - 
KROESEN, GEN Frederick J. IN 1987 463 OA Frost Cc Classl fication 
review 
LARSEN, LTG Stanley R. IN 1977D 217 0B Ho Imes Cc X Appendices 
LASHER, MG Edmund C. R. Tc 1973 358 OA Lasher Cc x 
LEFLER, MG Bill B. OC 1990 84 OA Reddy C xX 
LEMLEY, LTG Harry J. FA 1974. 361 OA Feeney c xX 
LEMM, LTG Helnz-Georg FRG 19760 52 OM ‘Miller Cc xX 
LEMNITZER, GEN Lyman L. FA 1972/73 176 OB Bickston and Hatch C X Classified 
LIVSEY, GEN WIillltam J. IN 1990 Cannavan IG 
LOUCKS, MG Charles E. GG 1984 240 OB Johnson G - 
LUCAS, COL John P. FA 1977S 34 OA Probst Cc - 
LYNCH, MG Thomas P. IN 1982 886 OB Blewett C - 
MACKMULL, LTG Jack V. IN 1986 520 - Parrilll IG - 
MacMORLAND, MG Edward E. oD 1978D 159 OA Plechner C X Also papers 
McDANIEL, Or. John L. CIV. 19850 211 OA Camp Cc X 
McINTOSH, BG Carl D. IN 19860 119 OA Engel age Cc x 
McMAHON, BG Leo T. FA 1983 124 OM Allen c x 
MAGRUDER, GEN CARTER B. FA 1973 181 OB Tucker C X Also papers 
MARSHALL, BG S. L. A. IN 1974 541 OB Stapleton GC - Also papers 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
MASSAD, MG Ernest L. FA 1986D 232 OA Henley C - 
MATHER, GEN George R. AR 1972 351 OB Shara C X Also papers 
MELHOUSE, MG LaClair A. FA 1982D 344 OM Dehne Cc X 
MEYER, GEN Edward C. IN 1988 - - Night Ingale 1G - 
MILDREN, GEN Frank T. IN 1980 317 OA Scott Cc X 
MILEY, GEN Henry A. Ur. OD 1976 430 0B Harbuck and Stephenson c X Also VTR/papers 
MILTON, MG Hugh M. cc 1976D 312 OB Dever i11 ¢ x 
MOHR, MG Henry FA 1982D 225 OM Brenning C x 
MOORE, GEN James E. IN 1984 280 OA Paul C X Also papers 
NEEL, MG Spurgeon H. MC 1985D 195 0B Gaudi ano C X Appendices 
NUTTING, GEN Wallace H. AR 1988 - - Stafford 1G - 
O'MEARA, GEN Andrew P. FA 1977 28 OM Brown and Schaffer C X Also papers 
OTT, LTG David E. FA 1980D 116 OA Cass C X Classified 
PACE, HON Frank ur. CIV 1975 104 OB McCarthy and Smith C x 
PALMER, GEN Bruce ur, IN 1976 533 OA Shelton and Smith C X Also VTR/papers 
PALMER, GEN WI) 1Iiston B. FA 1972 83 OB Hunter C X Also papers 
PARFITT, MG Harold R. EN 1984D 380 - Johnson IT - 
PARKER, GEN Theodore W. FA 1983 191 OA Bavis C x 
PARTAIN, LTG Edward A, IN 1991 Timmerman IT 
PFFRS, LTG William R. IN 1977 226 OB Breen and Moore Also papers 
PFRSONS, MG Wilton fo oder. JA 1yks 606 OB Crean and Green 
PIXIFY, LTG Charles C, mM. 1985 218 OA Boyart 
13 <0 


INTERVIEWEE BR YEAR INTERV IEWERC(S ) ey NOTES 
PLOGER, MG Robert R.. EN 1979D Sowell C x 
POLK, GEN James H. AR 1972 Tausch Cc x Also papers 
PORTER, GEN Robert W. ur. AR 1981 Sloan Cc Xx 
POWELL, GEN Herbert B. IN 1974/5/6 Bartron, McCue, Novak C Also papers 
Rhyan and Stevens 
PRUGH, MG George S. JA 1976/78 Andrews, Badami Classified 
and Tocher 
QUESADA, LTG Elwood R. USAF 1975 Long 
QUISN, LTG WIT1Iam W. IN 1981D Doyle Also papers 
RECKORD, LTG Milton A. IN 1974 Callahan 
RHEAULT, ROBERT IN 1988 Hoover 
RICHARDS, MG George J. EN 1984 Ruth 
RICHARDSON, GEN William R. IN 1987 Ackerman 
RIDGWAY, GEN Matthew 8. IN 1972 Blair Also papers 
ROBERTS, MG J. Milnor ur. IN 1983D Bouldin 
ROBINSON, GEN Roscoe Jr. IN 1988 Hardesty 
ROSSON, GEN William B. IN 1981 Burgess Cc Append! x 
SACKTON, LTG Frank J. IN 19770 Scott c 
SAMPSON, CHAP (MG) Francis CH 1974L Ivey c x 
SANFORD, MG Teddy H. IN 1974 Sanford c x 
SEAMAN, LTG Jonathan 0. FA 1971 Patterson and Psaki Cc X Also papers 
SEITZ, 8G John A. FA 1984 Offer C Xx 
SEITZ, LTG Richard J. IN 1977L Wade and Wickes c x 
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BR YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
SENNEWALD, GEN Robert W. FA 1987 261+ - Baxter IG - 
SHOEMAKER, GEN Robert M. IN 1987 422 - Dooley IG - 
SHORT, HON Dewey CIV. 1975 72 OB Delisle and Jones c xX 
SIMPSON, GEN William H. IN 1976S 856 OB Stone IT - Also papers 
SLEWITZKE, BG Connie L. ANC 1988 400+ Greenlee c 
SMITH, LTG DeWitt C. dr. FA 1982 900+ OA O'Keefe IT - Also papers 
SMITH, MG Edwin H. dr. DC 1981D 297 OA Carr c x 
SNIFFIN, MG Charles R. IN 1985D 222 - Greenup IG - 
SPALDING, MG Sidney P. 0D 1982D 355 OA ; Arntson Cc x 
SPIVY, GEN Berton, E. ur. FA 1978 B48 OM: Durham and Wood c x 
STARRY, GEN Donn A. AR 1986 595 - Spruill and Vernon 1G - 
STEWART, LTG James T. USAF 1986D 265 OA Andrean c x 
STILWELL, GEN Richard G. IN 1979L 233 - Kelley and Seitz IT - 
TAYLOR, GEN Maxwell D. FA 1973 244 OB Manton Cc X Also papers 
THORPE, BG Elliott R. IN 1983 177 OA Griffin Cc x 
THROCKMORTON, GEN John L. IN 1978 101 OM Fisher and Harris C x 
TRAIN, LTG William F. IN 1983D 557 OB Moore C x 
TREFRY, LTG Richard G. FA  1985/86/ 1229+ - Cohut, Hall, Marlow, 1G - Also papers 
87 Michela, Zogiman, and 
Whitehorne 

TRUDEAU, TG Arthur G. FN 1971 553 OM Landau C X Also papers 
THURMAN, GEN Maxwell PF 1992 Mackwy 5 
UNDERWOOD, GEN Georae V. FA 1982/84 118 OB Box and Custer C X  Appendices/papers 
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INTERV LEWEE BR YEAR PAGES ACCESS INTERVIEWERCS ) PROJECT COPY NOTES 
OF STATUS STATUS AT 
VANCE, HON Cyrus R. Civ 1976 161 - Kelly and Williams Cc Classification 
review 
VANDERPOOL, COL Jay D. FA 1983 198 OB McQuest Ion Cc X Also papers 
VANFLEET, GEN James A. IN 1973 279 cD Will tams Cc - Appendices 
VAUGHN, MR. Francis Fay CIV. 1977S 65 OB Hixon and Shephard Cc x 
VAUGHT, LTG James B. IN 1987 634 OA Kernan and McCracken Cc - 
VESSEY, GEN John W. FA 1987 463+ - LaGrange IG - 
VITTRUP, LTG Russel] IN 1989 08 Fitzgerald IT 
WALTERS, LTG Vernon A. IN 1978 113 PD Allen and Brintnal! C - Classified 
WARNER, GEN VolIney F. IN 1983 236 OA Qwen Cc X Classified papers 
WATERS, GEN John K. AR 1980 727 08 Parnell! Cc - 
WEDEMEYER, GEN Albert C. IN 1973 307 OB Deskis Cc x 
WESTMORELAND, GEN William C. FA 1978/82D 615 - Cameron, Funderburk IG - Also papers 
and Ganderson 
WHITE, GEN Isaac D. AR 1978D 537 OB Stodter C X Also papers 
WICKHAM, GEN John A. 1991 Alvarez IT 
WILLIAMS, LTG James A. Ic 1991 Loendor f IT 
WILLIAMS, MG Lawrence H. JA 1984 247 PD Bozeman and Gilligan Cc - 
WINDOM, MG Loren G. IN 1985 80 OA Caldwell Cc X 
WOERNER, GEN Frederick F. 1992 Mettee-McCutchon S 
WwoOD, GEN Robert J. FA 1974 380 OB Narus C X Also papers 
WOOLNOUGH, GEN James K. IN 1971 323 oB Macmillan and Stevenson C X Also papers 
WRIGHT, LTG John M. IN 1983 501 OB Fishback c X Also papers 
60 
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INTERVIEWEE BR YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


YARBOROUGH, LTG William P. IN 1975 287 OB Houser and Meese C X Also papers 

YOUNG, BG George H. IN 1985D 374% - Tivol Cc - Classification 
review 

ZAIS, GEN Melvin IN 1977 892 OB Golden and Rice Cc X Also papers 
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TNTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


TOPICAL PROJECT NO. 1: THE 4BRAMS STORY (1975-1977) 


ABRAMS, MRS Julle 1977 245 cD Bradshaw and Sweet Cc - 
AILES, HON Stephen K. 1977 24 - Burleson and DeGuttadauro C - 
ALMQUIST, LTG Elmer H. ur. 1976 40 0B Glick C - 
BENNETT, GEN Donald V. 1976 52 OA Glick and Lightner a - 
BENSON, CHAPCCOL) John D. 1977 4g OB Burleson and DeGuttadauro C - 
BERGER, AMB Samuel D. 1977 26 OA Bergen and Collison Cc - 
BUNKER, HON Ellsworth 1977 16 OA Bergen c - 
CLARKE, GEN Bruce C. 1977 53 OB Bergen and Burleson Cc - 
COHEN, MR Haro!d 1976 35 OA Glick and Lightner c - 
CORCORAN, LTG Charles A. 1975 72 OB Craven and Wheeler IT - Classification Review 
COWLES, LTG Donald H. 1975 76 OB Craven and Wheeler Cc - 
DAVISON, GEN Michael S. 1976 33 0B Brudvig and Farmer c - 
DESOBRY, LTG William R. 1976 53 OM Craven and Wheeler Cc - 
DWIGHT, COL William 1976 50 OA Craven and Wheeler Cc - 
ENGLESTAD, CWO Lyle 1975 85 - Bradshaw and Sweet IT - Classification Review 
FOSTER, LTG Ralph 1976 50 OA Glick and Lightner Cc - 
FROELKE, MR James 1977 23 - Colllson and DeGuttadauro C - 
30 
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INTERVIEWEE , YEAR PAGES ACCESS INTERVIEWERCS PROJECT COPY 
OF STATUS aH? STATUS AT mS 


GALLOWAY, MG James V. 1977 23 OB Collison and DeGuttadauro C - 
HAZZARD, COL Hap 1975 187 - Bradshaw and Sweet IG - 
PATTON, MG George, S. IIl 

HOFFMAN, MR Ralph J. 1977 29 OA - Collison and DeGuttadauro C - 
HUDSON, COL George B. 1976 36 OM Craven and Wheeler ¢ - 
IGNATIUS, MR Paul R. 1977 ae? Bergen and Collison c - 
JAMES, MRS Betty 1975 39 OM Bradshaw c - 
JOHNSON, GEN Harold K. “1975 53 OB Bradshaw and Sweet c - 
KALERGIS, GEN James G. 1976 32 OA Lightner C - 
KANAMINE, COL Theodore S. 1976 39 OB Glick and Lightner c - 
KERWIN, GEN Walter T. 1976 45 OB Craven and Wheeler c - 
KRAFT, MG William R. ur. 1976 24 OB Craven and Glick c - 
LADD, COL Jonathan 1977 53 OB Bergen and Burleson ¢ ~ 
LAMISON, COL Kenneth R. 1976 23.3 OB Glick and Lightner Cc - 
LEACH, COL James 1975 108 - Bradshaw and Sweet 1G - 
LIVSEY, BG William J. 1975 38 cD Glick and Lightner Cc - 
MACKINNON, MG Robert 1976 32 OB Wheeler C - 
McCAIN, ADM John S. ur. 1976 39 OA Wheeler C - 
MILDREN, GEN Frank T. 1976 29 OB Glick and Lightner Cc - 
MOORER, ADM Thomas H. 1977 17 OA Collison and DeGuttadauro C - 
NOEL, MR Thomas 1976 "47 cD Glick C - 

31 32 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
ODEN, MG Delk 1977 37 0B Bergen and DeGuttadauro Cc - 
PALLADINO, MG Ralph A. 1977 36 OM Bergen and Burleson C - 
PALMER, GEN Bruce Jr. 4 1975 33 OB Bradshaw Cc - 
PATTISON, 8G Hal C. 1977 33 OB Bergen and Burleson C - 
PATTON, MG George S. III 1975 187 - Bradshaw and Sweet IG - 
HAZZARO, COL Hap 
REIMER, LTC Dennis J. 1976 69 co Craven and Wheeler C - 
RICH, LTG Charles W. G. 1976 25 OB Glick and Lightner C - 
SACKTON, LTG Frank 1976 43 OB Craven and Wheeler c - 
SCHERRER, MG Edward C. 1976 18 OB Glick and Lightner Cc ~ 
SMITH, MG DeWitt C. 1975 71 OA Bradshaw and Sweet | Cc - 
STARRY, LTG Donn A. 1976 52 OA Berger, Burleson and C 
son 
STREETER, LTC H. S. 1975 40 - Bradshaw and Sweet IT - 
SUTHERLAND, LTG James W. 1976 50 OB Glick and Lightner c - 
TOWNSEND, MG Ellas C. 1976 70 OB Craven and Wheeler Cc - 
WEST, MG Arthur L. 1976 63 OB Craven and Wheeler C - 
WETHERILL, GEN Roderick 1976 40 OA Craven and Wheeler Cc - 
WILLIAMS, LTG S. T. 1975 59 OB Sweet CG ~ 
WOOD, BG William 1976 17 OA Craven and Wheeler Cc ~ 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


TOPICAL PROJECT NO. IT: THE RYUKYUS PROJECT - HISTORY OF THE HIGH COMMISSIONERSHIP (1975 


LAMPERT, LTG James B. 1975 84 OB Adcock and Miller Cc X 
SCHLESS, COL William F. 1975 67 OB Adcock and Miller c xX 
UNGER, LTG Ferdinand 1975 89 OB Adcock and Miller C X 
WATSON, LTG Albert, II 1975 62 OB Adcock and Miller C X 
} 
36 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS ) PROJECT 
. OF STATUS 


COPY NOTES 
STATUS AT 


TOPICAL PROJECT NO. IIT: THE GERHARDT HYATT STORY (1976-1977) 


HYATT, CHAPCMG) Gerhardt 1976/770 138 0B 


Ellens C x 
KELLY, CHAPCMG) Orris 19760 26 OM Ellens Cc X 
KRIETE, CHAPCCOL) Charles 19760 37 OB Ellens C xX 
33 
oo 
a 
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INTERVIEWEE YEAR PAGES ACCESS jacveertinwences PROJECT COPY NOTES 
OF STATUS STATUS AT 
TOPICAL PROJECT NO. IV: THE HISTORY OF US ARMY AVIATION (1977-78) 
BRISTOL, COL Delbert 1978 102 vA Andreson and Powell Cc x 
GOODHAND, BG Glenn O. 1978 101 OA Andreson and Kramer Cc x 
HOWZE, GEN Hamilton H. 1977 53 OB Clanciolo and Smith Cc xX 
KINNARD, LTG Harry W. O. 1977 61 0B Clanclolo and Smith Cc xX 
ODEN, MG Delk M. 1977 65 OM Clanclolo C x 
POWELL, BG Edwin L. ur. 1978 104 OB Kramer and Powel] C X 
SENEFF, LTG George P. 1978 73 OB Andreson Cc - Classified 
TOLSON, LTG John J. 1977 117 OA Clancliolo and Smith Cc x 
WILLIAMS, LTG Robert R. 1978 147 OA Courts and Powell C x 
39 40 
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INTERVIEWEE 


YEAR 


PAGES ACCESS 
OF' STATUS 
TRANS 


INTERVIEWER(S) 


PROJECT 
STATUS 


TOPICAL PROJECT NO, V: THE HISTORY OF BLACKS IN THE ARMED FORCES (1977) 


DAVIS, LTG Benjamin 0. 
DAVISON, MG Frederic E. 
VIGGS, HON Charles C. 
EVANS, MR James 
GRAVELY, VADM S. L. ur. 
GREER, MG Edward 
NELSON, CDR Mennis D. 


1977 
1977 
1977 
1977 
1977 
1977 
1977 


33 
bb 
25 
21 
51 
55 
41 


222833885 


Cunningham and Franklin 
Cunningham and Franklin 
Cunningham and Franklin 
Cunningham and Franklin 
Cunningham and Franklin 


Cunningham and Franklin . 
Cunningham and Franklin — 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWER(S) PROJECT COPY NOTES 
OF STATUS STATUS AT 


TOPICAL PROJECT NO. VI: THE HISTORY OF WOMEN IN THE ARMED FORCES (1977) 


BOND, LTC Lucy 1977 41 OB Hargrove and Little c X 
BOUTELL, LTC Hortense M. 1977 by OM Hargrove and Little c x 
HALLERAN, COL Mary 1977 46 OB Hargrove and Little Cc x 
HOLM, MG Jeanne 1977 71 OA Hargrove and Little Cc x 
STREETER, COL Ruth 1977 66 OB Hargrove and Little Cc x 
TAYLOR, GEN Maxwell D. 1977 16 OB Hargrove and Little ¢ - Audio Access 


Only; 
Transcript Closed 


TOPICAL PROJECT NO. VII: THE EPIDEMIOLOGICAL BOARD OF THE ARMED FORCES (1977 


DAMMIN, Dr. Gustave 1977 27 OM Cadigan * £ x . 
WOODWARD, Or. Theodore E. 1977 32 OM Cadigan Cc X Appendices 
44 
49 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
TOPICAL PROJECT NO. IX: THE LAST DAYS OF VIETNAM (1982 

CARTER, Mr. Alan 1982 52 0B Moss and Stiner C x 
KINSOLVING, Mr. Lucien L. 1982 48 - Stiner and Tinker IT - 
LEHMANN, Mr. Wolfgang J. 1982 45 OA Stiner and Tinker C x 
SMITH, MG Homer D. Jr. 1982 77 OM Moss, Stiner and Tinker c xX 
SUMMERS, COL Harry G. Jr. 1982 71 OA Moss, Stiner and Tinker Cc x 


49 


20 


46 


. e 
¢ 
INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
TOPICAL PROJECT NO. X: THE DISTAFF HALL PROJECT (1982) 
/ 
BRAUN, Mrs. Gustav H. CAnne) 1982S 28 OB Shrader b x 
ee Mrs. Alice Hine 1982S 83 OA Hurley Cc x 
Daughter-GEN J. Hines 
GROVES, Mrs. Leslie Richard 1982S 67 OA Blackmer c X Also papers 
(Grace) . 
PHILLIPS, Mrs. Walter CRuth) 1982S 86 OA Hurley Cc x 
QUINTARD, Mrs. Alexander 1982S 59 - May IT - 
Shepard (Jean) 
WALLACE, Mrs. F. C. (George) 1982S 28 - Shrader IT - 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
Thos STATUS STATUS AT 
TOPICAL PROJECT NO. XI: BATTALION COMMAND _IN VIETNAM (1983) 
LAWRENCE, LTG Richard D. 1983 66 OA Vanwakias Cc x 
BROWN, BG Dallas C. ur. 1983 56 OA Vamnvak! as i x 
BARLOW, COL Kelth A. 1983 52 PD Vambakias . - 
BOYD, COL Willlam P. 1983 47 OA Vamvak | as Cc x 
CARROLL, COL Anthony 1983 4y 0B Vaiwakias Cc - 
CLARK, COL Donald O. 1983 50 OA Vamvakias c x 
DUNN, COL James F. Ur. 1983 61 0B Vanwaki as c - 
ELY, COL Arch H. Jr. 1983 39 OB Vanvak! as Cc - 
HOFFMAN, COL Lawrence W. 1983 34 OA Vamvakl as Cc xX 
LEGGETT, COL William T. dr. 1983 37 OA Vanwaki as Cc x 
LYKKE, COL Arthur F. ur. . 1983 54 OA Vamvaki as Cc x 
49 oo 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
aa . STATUS STATUS AT 


TOPICAL PROJECT NO. XII: MOBILIZATION PLANNING (1984) 


BROWN, Mr. Walter J. 1984 68 - Miks ¢ Classification Review 

RUSSELL, HON Donald 

HASBROUCK, MG Robert W. 1984 43 0B Hampton c x 

KOSSA, COL Frank 1984 54 OB George Cc 

OSBORNE, BG Theodore M. 1984 28 OA George IT Classification Review 

RUSSELL, HON Donald 1984 gu OS Miks IT Classification Review 

BROW, - Walter J. 

WEDEMEYER, GEN Albert C. 1984 71 OB Hampton IT Classification Review 
vi 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTE 5 
OF STATUS STATUS AT 
TRANS 
TOPICAL PROJECT NO. XIII: GRENADA 1983 (1984) 
FARRIS, MG Jack B. ur. 1984 52 - Anderson IE ~ 
FILMORE, BG Walter D. 1984 39 - Brom 1G - Classified 
MACKMULL, LTG Jack V. 1984 41 - Anderson IE ~ 
METCALF, VADM Joseph III 1984 90 - Brown IE - 
MEYER, BG Richard L. 1984 27 - Hinckley IG - Classified 
PATTERSON, BG Robert 1984 56 - Hinckley IG - Classified 
SCHWARZKOPF, MG H. Norman 1984 66 - Anderson IE - 
TROBAUGH, MG Edward L. 1984 €3 - Anderson IE - 
53 : 
a 5s 
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INTERVIEWEE 


DUKES, COL Can K. 
FORMAN, MG Robert H. 
MEETZE, BG Adam W. 


TOPICAL PROJECT NO. XV: 


ARMBRUST, MRS Ruby F. M. 
GILLET, MAJ Brunetta K, 


YEAR PAGES ACCESS 
OF STATUS 


TOPICAL PROJECT NO, XIV: 
1984 41 OA Hahn 
1984 20 OM Hahn 
1984 66 OB Hahn 


1984 109 OB Cronin 
1984 90 OA Cronin 
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INTERVIEWERCS) 


LEBANON 1958 


ARMY MEDICAL SPECIALIST CORPS POWs OF THE JAPANESE (1984) 


INTERV [EWEE YEAR PAGES ACCESS INTERVIEWERC(S) PP.CJECT COPY NOTES 
OF STATUS STATUS AT 


TOPICAL PROJECT NO. XVI: THE BATTLE OF HUE (1985 : 


MCDONOUGH, MG Joseph C, 1985D 39 OA Yeagley C x 
ROSS, LTG Colller M. 19850 30 OA Yeagley C X 
SWEET, BG Richard S. 19850 39 OA Yeagley Cc X 
TOLSON, LTG John J, III 1985D 25 OA Yeagley C X 
Ko 
26 


INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


TOPICAL PROJECT NO. XVII; EL SALVADOR (1985-1988) 


ANAYA, COL Oscar Rodolfo 1987 28 OA Marwar ing Cc - 

BLANDON, GEN Adolfo O. 1987 15 OA Manwaring Cc - 

BLANDON, GEN Adolfo O. 1987 19 OA Marwar ing 

BLIZZARD, LTC David WwW, 1987 75 OM Crocker ¢ Classified 

BUSTILLO, GEN Juan 1987 23 OA Manwaring Cc Spanish 

CASH, COL John 1988 159 IT Webb 1G ~ 

CASTELLANOS, Commandante,Miguel 1987 32 OA Manwaring c ~ 

C-5 SPOKESPERSON 1987 51 OA Marwar ing Cc - 

CASH, COL John 1987 49 OA Marwar ing Cc - 

CORR, AMB Edwin 1987 21 OA Manwaring C - 

DUARTE. PRES Jose Napoleon 1987 21 OA Manwar ing Cc - 

DURYEA, COL Lyman C. 1986 278 OA Bedard and Vasquez Cc X 

EINAUDI, DR Luigi R. 1987 15 OA Manwar Ing Cc - 

ELLERSON, COL John C, 1987 123 OA Manwaring 

GALVIN, GEN John R, 1987 30 OA Marwar ing Cc - 

GARCIA, GEN Jose Gul] lermo 1987 63 OA Manwaring c - 

GONZALEZ, CPT Emilio 1988 123 0B Webb C - 

GRAMER, COL Frank 1988 99 -- Webb 1G - 

GUTIERREZ, GEN Jaime Abdul 1986 17 OA Manwaring Cc Spanish 
PD Bedard and Vasquez Cc xX 


HALLUMS, LTC James D, 1986 89 


og 27 CO 


INTERVIEWEE YEAR PAGES ACCESS INTERV TEWERCS ) PROJECT COPY 
OF STATUS STATUS AT 

HERNANDEZ, COL Leopoldo Antonio 1987 25 OA Marwar ing 
HERRICK, COL Robert M. 1987 49 OA Marwar Ing C - 
HINTON, AMB Deane 1987 31 OA Manwaring Cc - 
MAGANA, DR Alvaro 1986 28 OA Manwar Ing Cc Spanish 
MAGANA, DR Alvaro 1987 47 OA Manwaring C - 
NUILA, COL Carlos Reynaldo 

Lopez 1986 87 OA Manwaring Cc Spanish 
NUTTING, GEN Wallace H. 1987 72 OA Manwaring ¢ - 
OCHOA-PEREZ, COL Sigifredo 1987 57 OA Manwaring Cc - 
PICKERING, AMB Thomas 1987 76 OA Manwaring Cc ~ 
PONCE, COL Rene Emilio 1987 18 OA Manwar Ing C Spanish 
REILLY, LTC Peter E. 1987 75 - Crocker IG - 
SCHILLEN, LTC Nicholas A. 1987 90 - Crocker Cc - 
SCRUGGS, LTC Hugh F. 1986 124 OM Bedard and Vasquez Cc x 
STEELE, COL James J. 1986S 187 PD Manwaring Cc - 
STONE, COL CHARLES B. IV 1986 
STRINGHAM, COL Joseph 1985 151 PD Carlton C - 
TAYLOR, MG James R. 1986 49 OA Manwaring Cc - 
UNGO, DR Gull lermo 1987 15 OA . Marwar Ing Cc - 
VEJAR, COL Oscar Edgardo 

Casanova 1987 25 OA Manwaring Cc - 
VIDES-CASANOVA, GEN Carlos E. 1987 63 OA Manwaring Cc Spanish 


61 


28 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
WAGHELSTEIN, COL John D. 1985 149 OB Carlton Cc x 
WAGHELSTEIN, COL John D. 1987 85 OA Marwar Ing Cc - 
WOERNER, LTG Frederick F. 1986S 53 OA Marwar ing Cc - 
ZEPEDA, COL Juan Orlando 1987 29 OA Manwar Ing C Spanish 
be b4 


29 


INTERVIEWEE 


CARPENTER, MG William S. Jr. 


CERJAN, 8G Paul G. 
DANIEL, CW3 Fred 6. Jr. 
DeLONG, MAJ Richard A. 
EMERSON, LTC Samuel C, 
FILION, LTC Joffre W. 
GALLUP, LTC Archibald M, 


GLIDEWELL, SGM Wallace L. 


HANNUM, COL David 6. Ur. 
HEYSTEK, MAJ Larry G. 
KEY, MAJ William S. 
KING, COL Gerald F. 
LUCK, MG Gary E. 
McGINNIS, LTC David L. 
McNEIL, LTC James W. 
McPHERSON, MAJ Larry M. 
NEWMAN, MAJ Bruce T. 
O'CLAIRE, LTC Richard 
PLUMMER, COL Michael T. 
ROCHE, COL Terrance L. 
SEVER, LTC Kenneth C. 
SMITH, MAJ Phillip N. 


WHITE, LTC Thomas R. 
SCHWABENTHAL, Mrs. Lynn 


WHITTLE, LTC WI111em A. 


bo 


YEAR 


1986 
1986 
1986 
1986 
1986 
1986 
1986 
1986 
1986 
986 
1986 
1986 
19860 
1986 
1986 
1986 
1986 
1986 
1986 
1986 
1986 
1986 
1986 


1986 


PAGES 
OF 


79 
26 
23 
35 
37 
29 


ACCESS 
STATUS 


TOPICAL PROJECT NO. XVIII: 
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ACTIVATION OF A DIVISION (1986) 
Cowan and Gile 
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NOTES 


INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


TOPICAL PROJECT: SPECIAL OPERATIONS/LOW_ INTENSITY CONFLICT 


BANK, Col Aaron 1989 Lewls IE 
BOWRA, LTC Kenneth R. 1989 428 OB Nurchilt C x 
CRERAR, COL John H. 1989 90 OB Fitzsimmons c X 
GASPARD, BG George 1989 Sandler IE 
GRANGE, LTG David E. 1989 239 Roach 1G 
MATTHEWS, Sgt Roy; 
BROWN, Sgt Maj L. E; 
KID, Sgt D. 1989 Sandler IG 
MURRAY, CAPT, William B, 1988 71 Getty Cc Classification Review 
NETTLING, Maj Dan A. 91-92 Will lams Is JTF Bravo 
NORTON, COL. Charles 1988 51 OB Getty C 
PEZZE!.LE, COL Roger 1988 332 PO Getty C 
SCHUNGEL, COL Danie} 88-89 0B Hoskins Cc Classification Review 
SINGLAUB, MG John K, 1988 125 OB Woo! shlager C 
VANDERPOOL, COL Jay D. 1989 Day IE 
WARD, Mr. JAMES R. 1989 Hoff IG 
WHITESTAR 1989 Sandler iG 


INTERVIEWEE 


ACCOUNTIUS, COL PATRICIA 
BREWER, COL Jesse 

CRONIN, COL Martha 
IACABONI, COL Frances 
FRIOLUND, COL Kazen 
MANCHESTER, COL Katharine 


HADDOCK, MG Raymond 
ROE, BG R. T. 


SIDLE, MG Winant 


YEAR PAGES ACCESS INTERV! EWERCS) PROJECT COPY NOTES 

OF STATUS STATUS AT 

ARMY DIETETICS 
1989 OA Lynch 1G 
1989 Lynch IG 
1989 CA Lynch c x 
1989 OA Lynch IG 
1989 OB Lynch Cc x 
1989 Lynch IG 
TOPICAL PROJECT: ARM CONTROL/OISARMAMENT 
1992 Silkett/ Is 
Wii lians 
1992 Ryan Is 
ARMY PUBLIC AFFAIRS 

1989 PD Grossman IE 
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INTERVIEWEE YEAR fas 
COMPTON, Kenneth R. 1990 
SMITH, MG Albert H. ur. 1989 
STRAIGHT, BG Clio E. 1988 107 
re. 


ACCESS INTERVIEWERCS» 
TATUS 


WORLD WAR II: GENERAL 


OB Will lams 
Aymar 
PD Lancaster 
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NOTES 


Tape only 
Medic in 47th Med Bn 
(Armor), North Africa 
and Italy 


Filed under The 
Regimental System, 
History of the 16th 
Inf, World War II 


War Crime Trials 
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INTERVIEWEE 


CHAMBERS, LTG Andrew P. 


FOSS, LTG John W. 


GRAVES, LTG Richard T. 
HARRISON, L7G WII I1am H. 


LINDSAY, LTG James J. 
SAINT, LTG Crosble E. 
STINER, LTG Carl W. 

WATTS, LTG Konald L. 
WETZEL, LTG Robert L. 
WOODMANSEE, LTG John 


YEAR 


1987 
1989 
1990 
1990 
1987 
1987 
1990 
1990 
1987 
1990 
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INTERVIEWERC(S) 


CORPS COMMAND LESSONS LEARNED (1987- 1990) 


McArthur 
Williams 
Norrla 
Lonergan 
Hammond 
McGowan 
Reltzel 
May 
Andresen 
McLaurin 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) . PROJECT COPY NOTES 
OF STATUS STATUS AT 


DIVISION COMMAND LESSONS LEARNED (1985-1992) 


ALLEN, MG Teddy 1989 61 PD Hess Cc - 10lst AB 
ARMSTRONG, MG Charles 1991 PD Cronin IG - 9th ID 
BARTLETT, MG Gerald T. 1986 134 PD Linke c - 4th DCM) 
BOYLAN, MG Peter J., ur. 1990 69 PD Fucct. Cc - 10th MT 
BURBA, MG Edwin H. 1988 63 PD Williams Cc - 7th IDCL) 
CARNEY, MG Thomas P. 1991 54 PD Bal ley Cc - Sth IDCM) 
CARPENTER, MG William S. ur. 1987 78 PD Thompson Cc - 10th MOCL) 
CAVEZZA, MG Carmen J. 1990 63 PD Hanretta c - 7th 10 
CERCY, MG James C. 1990 37 PD Rount ree/Gaul Cc - 32d AADCOM 
COOLEY, MG Andrew L. 1987 90 PD Oakley Cc - 24th 1DCM) 
CONRAD, MG Michael J. 1986 54 PD Muzzy C - lst CD 
CORNS, MG Johnnie H. 1988 61 PD Runnells Cc - 6th ID 
CROUCH, MG William W. 1992 PD Griffin 1S - 5th ID 
CRYSEL, MG James W. 1988 45 PD Adzuara Cc - 25th ID 
DOCTOR, MG Henry ur., 1985 50 PD Truesde)} Cc - 2nd ID 
DYKE, MG Charles W. 1985 80 PD Thrash Cc - 8th _ID(M) 
EBBESEN, MG Samuel E. 1992 PD Evans 1S ~ 6th ID 
ELLIS, MG James R. 1992 PD Bowen 1S - 10th MT 
FARRIS, MG Jack B. 1988 76 POD Ryan C - 2nd 1D 
FIELDS, MG Harold T., ur. 1990 37 PD Dyer Cc - 6th ID 
“FUNK, MG Paul E. 1991 PO Sullivan IG 
FRANKS, MG Frederick M. Jr. 190 36 PD Johnston C - Ist AD 
GORDON, MG Fred A. 1992 PD Ward 1s - 25th ID 
GRAVES, MG Richard G. 1986 84 PD Alexander Cc - 3rd AD 
“Separate DCLL and DESERT STORM Interviews 

“5 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT NOTES 
OF STATUS STATUS 

GRIFFIN, MG Thomas N. 1988 94 PD Mi Idenstein 3rd AD 
*GRIFFITH, Ronald 1991 PD Brown IG 
HALL, MG James R., Jr. 1988 165 PD Burckhardt Cc 4th ID 
HARRISON, MG WII}iam H. 1987 78 PD Thomas Cc 7th IDCL) 
JACO, MG Neal T. 1992 PD Mundie 1s 4th ID 
%JOWNSON, MG James H. Ur. 1990 PD Chamberlain IG 82d AB 
JOULWAN, LTG George A. 1990 56 PD Sharro C 3rd AD 
KICKLIGHTER, MG Claude M. 1986 41 PD Guy Cc 25th ID 
KRAWCIW, MG Nicholas 1989 45 PO Coan C 3rd ID 
LELAND, MG Edwin S., Jur. 1988 89 PD Mul lek IG Ist AD 
LEVER, MG Kenneth C. 1987 122 PD Siket C 5th IOCM) 
LUCK, MS Gary E. 1987 99 PO Mumby Cc 2nd 1D 
MADDOX, MG David M. 1991 62 PD Elder C 8th 10 
MALLORY, MG Glynn C., Jr. 1990 64 PD Walters C 2nd AD 
MARSH, MG Caryl G. 1991 103 PD Hunt Cc 2nd ID 
MCCAFFREY, MG Barry R. 1992 PD Epstein ye IS 24th ID 
OTUEN, MG John P. 1991 PD TBD — IS 8th ID 
OTSTOTT, MG Charles P. 1990 90 PD Carwile Cc 25th ID 
PALMER, LTG Dave R. 1986 74 PD Andresen c lst AD 
PATRICK, MG Burton D. 1987 82 PD Menjivar Cc 101lst AB 
PEAY, LTG J. H. Binford 1992 PD Hurt IS 101st AB 
PIHL, MG Donald S. 1987 103 PD Burks c 9th ID 
PRICE, MG Roger J. 1988 55 PD Sutton Cc 2nd AD 
REIMER, MG Dennis J. 1990 9 PD Rollison . Cc 4th ID 
RHAME, MG Thomas G. 1991 123 PO Harback Cc lst ID 
RISCASSI, MG Robert W. 1985 70 PD Wood c 9th ID 
*Separate DCLL and DESERT STORM Interviews sal " 3} 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT NOTES 
OF STATUS STATUS 

RUTHERFORD, MG Jerry R. 1992 PD Willis 1s 2nd AD 
SCHOLTES, MG Richard A. 1986 74 PD Charlton C 2nd AD 
SHALISKAVILLI, MG John M, 1989 69 PD Dolan 9th ID 
SHOFFNER, MG Wilson A. 1991 57 PD Watson ¢ 3rd 1D 
SPIGELMIRE, MG Michael F. 1989 55 PD Tucker Cc 24th ID 
STINER, MG Carl 1989 55 PD Will Tams Cc 1st CD. 
STOTSER, MG George R. 1987 104 PD Bussel] Cc 3rd IDC(M) 
STREETER, MG William F. 1990 PD Lamb IG lst CD 
SULLIVAN, MG Gordon R. 1990 67 PD Schwartzman C lst ID 
TAYLOR, MG HorACE G. 1990 77 PD Warner Cc 24th ID 
TAYLOR, MG James 1989 73 PD LaPorte Cc 5th ID 
TILELLI, BG Richard H., ur. 1992 PD Knight ts lst CD 
VESSER, MG Dale A. 1985 103 PD wood Cc 5th ID 
WALLER, MG CALVIN A. H. 1989 68 PD Lobde1 1 C 8th ID 
WATTS, MG Ronald L. 1986 68 PD Kennedy ¢ lst IDCM) 
WHIDDON, MG Orren R. 1987 32 PD Donahoe Cc 8th I0CM) 
WHITE, MG Jerry A. 1992 PD Gatlin 1S 7th ID 
WISHART, MG Leonard P.,II1 1988 87 PD Barton . lst ID 
WOODALL, MG JaCK D. 1990 115 PD White Cc 2nd ID 
YEOSOCK, MG John J. 1988 65 PD Blacker Cc lst CD 


eu 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS AT 


STATUS 


MHI SPECIAL PROJECT ON KOREAN PARTISAN OPERATIONS (198 


MATZKO, LTC Michael A. 1985 12 OA Drea c x 
MUGGELBERG, BG Glenn E. 1985 28 OA Votaw C xX 
STEINBECK, COL Paul W. 1985 22 OA Andresen c x 
MATZKO, LTC Michael A. 1985 51 OA Drea and Paschal! C xX 


MHI SPECIAL PROJECT ON INTELLIGENCE OPERATIONS IN VIETNAM (1985) 


MUGGELBERG, BG Glenn E. 1985 37 OB Votaw Cc x 


$1 Pe 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


SPECIAL PROJECT ON THE MILITARY CAREER OF GENERAL COURTNEY HICKS HODGES (1973) 


COLLINS, GEN J. Lawton 1973 71 OA Murray c xX 
HART, LTG Charles E. 1973 79 OB Murray C x 
HODGES, MRS. Mildred L. 1973 65 OB Murray C X 
HODGES, MR. Sam 1973 69 OB Murray c x 
LYNDE, MG Nelson M. ur. 1973 50 OA Murray Cc X 
PATTERSON, COL Charles G. 1973 153 OB Murray c X 
i 
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INTERVIEWEE 


CMH TOPICAL PROJECT: 


BRANTLEY, Hattie R. 
DAVIS, MAJ Josephine N. 
GILES, Sladys Ann M. 


HARDING, Earlyn B. 
HIVELY, Verna V. 
JENKINS, Geneva 
MILLETT, Ethel B. 
MOORE, Inez 
NESTOR, Helen 
STUBBS, Minnie B. 
YOUNG, Eunice F. 


YEAR 


WORLD WAR _II ARMY NURSE CORPS POWs OF THE JAPANESE (1983-84) 


1983 
1983 
1983 
1983 
1983 
1983 
1983 
1983 
1983 
1983 
1983 


PAGES 
OF 


30 
17 
32 
20 
12 
24 
29 
40 
32 
24 
26 


ACCESS 
STATUS 
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INTERVIEWERCS) 


Petsetsk! 
Graski 
Norton 
Tollefson 
Finn 
Bowles and Vinson 
Rikil 
Slewltzke 
Beeman 
Baskfield 
Bartz 


40 


PROJECT 
STATUS 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
HISTORICAL DIVISION, CORPS OF ENGINEERS ORAL HISTORIES 
CLARKE, GEN Bruce C. 1977 103 OA Walker Cc - 
CLARKE, LTG Frederick J. 1977 300 OA Cowcrey and Hoy C - 
HALL, BG WilltamC. 1977 62 OA Walker Cc - 
ITSCHNER, LTG Emerson C. 1977 88 OB Schubert Cc - 
POTTER, MG William E. 1981 206 OA Reuss Cc - 
TRUDEAU, LTG Arthur G. 1986 358 OA Landau and Walker Cc 
VOGEL, GEN Herbert D. 1976 131 OB Hoy and Spray c - 
WILSON, LTG Walter K. 1978 314 OA Walker ¢ - 
&8 


67 


4} 


INTERVIEWEE YEAR 


COOK, COL Robert M. 1985 

ENEMARK, MG William A. 1984 

FAIRFIELD, MG Ronald J. ur. 1985 

FULLER, LTG Marvin D. 1985 

HELMICK, MG Charles G. 1983 

MAPLES, LTG Herron N. 1985 
ny) 


PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 

OF STATUS STATUS AT 
HISTORY OF THE OFFICE OF THE INSPECTOR GENERAL (1983-798 ) 

419 OM Whi tehorne IT ~ 
67 OM Whi tehorne C - 
106 OM Whi tehorne Cc - 
4g OM Whi tehorne C - 
72 OM Whitehorne Cc - 
82 OM WhI tehorne C - 

Cc 

al 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


LIGHT _INFANTRY DIVISION CERTIFICATION ‘ 


DYE, COL Joseph D. 1986 8 OB Huddleston C. - 
GARTENBURG, LTC Joel M. 1986 8 OB Huddleston c - 
HARRIS, COL David H. 1986 8 OB Huddleston C - 
HARRISON, MG William H. 1986 17 OB Huddleston C - 
HICKS, COL Larry W. 1986 11 OB Huddleston c - 
HUFFMAN, LTC James A. 1986 10 OB Woytak c - 
LUSK, LTC Douglas E. and 

ZAIS, LTC Mitchell M. 1986 17 0B Huddleston Cc - 
MOORE, MG James E.,ur. 1984 13 OB Huddleston C ~ 
MORGAN, LTC Thomas D. 1986 9 OB Huddleston C - 
TIMMONS, COL Richard F. 1986 9 0B Huddleston C ~ 
WRAY, MAJ Timothy A. 1986 14 OB Huddleston c - 


INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
CMH 
» 
I - CORPS AND FORT LEWIS 
ARNOLD COL Steven 1982 11 08 Huddleston c - 
BRANDENBURG, LTG John N. 1982 10 OB Huddleston Cc - 
BRANDENBURG, LTG John N. 1984 9 OB Huddleston C - 
MEYER, GEN Edward C. 1985 14 OB Huddleston Cc - 
NEGRIS, MG Rocco 1984 7 OB Huddleston c - 
PALASTRA, LTG Joseph T.,uUr. 1985 17 OB Huddleston Cc - 
PALASTRA, LTG Joseph T.,ur. 1986 10 08 Huddleston C - 
STOKES, COL John P. 1982 6 OB Huddleston Cc - 
WALLER,MG Calvin A. H. 1987 11 08 Huddleston Cc - 
WILMOTH, COL Frederick L. 1983 9 OB Huddleston Cc - 
WILMOTH, COL Frederick L. 1984 12 OB Huddleston c - 
WILMOTH, COL Frederick L. 1985 7 OB Huddleston Cc - 
WILMOTH, COL Frederick L. 1986 13 OB Huddleston Cc - 
WHITE, COL Lyman G. 1984 9 0B Huddleston Cc - 
S 
$3 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 


HIGH TECHNOLOGY TEST BED AND ARMY DEVELOPMENT AND EMPLOYMENT AGENCY 


ARMSTRONG, COL Charles H. 1985 « 35 OB Huddleston 


C - 
BLODGETT, LTC David S. 1984 13 0B Huddleston S - 
BRAUN, LTC Bruce A. 1982 12 OB Huddleston Cc - 
CERJAN, COL Paul G. 1983 16 OB Huddleston Cc - 
DACUNTO, COL Lawrence J. 1984 13 OB Huddleston C - 
ELTON, MG Robert M 1982 8 OB Huddleston C - 
FELTER, COL Joseph H. 1982 7 OB Huddleston C - 
WARVEY, CPT Thomas N. 1982 5 OB Huddleston C - 
JOLLEY, Bobby L. 1984 13 OB Huddleston of - 
LASLIE, COL James C., Ur. 1986 10 OB Huddleston c - 
MEADE, COL David C. 1984 8 OB Huddleston C - 
MONTGOMERY, COL Kenneth H. 1984 13 OB Huddleston C ~ 
MONTGOMERY, COL Kenneth H. 1986 11 OB Huddleston Cc - 
PIHL, MG Donald S. 1986 15 OB Huddleston G: - 
PRISK, COL Courtney £. 1982 14 OB Huddleston Cc - 
RICHARDS, LTC Wynn G. 1984 14 OB Huddleston Cc - 
RICHARDSON, LTC Sterling R. 1984 17 OB Huddleston c - 
RISCASSI, MG Robert W. 1984 7 OB Huddleston C ~ 
RISCASSI, LTG Robert W. 1985 8 OB Huddleston Cc - 
TESTERMAN, MAJ Robert L. 1982 10 OB Huddleston C - 
VAN METER, COL Harold C. 1984 8 OB Grube Cc - 
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INTERVIEWEE YEAR PAGES ACCESS INTERVIEWERCS) PROJECT COPY NOTES 
OF STATUS STATUS AT 
CMH 

ARMY RESERVE/NATIONAL GUARD 

BARKER, BG Liyle J. ur. 1990 Pershing IT 

FLUCK, LTG Henry K. 1989 OB Will tams IT 

WALKER, LTG Emmett 199C McWhirter IE 

WEBER, LTG LaVern E. 1988 145 OA NI xon 

ARMY NURSES IN VIETNAM 

BYSTRAN, LTC Sharon F. 1988 4G OB Richie Cc 

GORMAN, COL Elly P. 1988 95 : 0B Richie Cc 

DRUMMOND, LTC William 1988 39 OB Richie C 

PURCELL, LTC Shirley A. 1988 57 08 Richie c 

ROSSI, COL Marguarite J. 1988 32 OB Richle . 

SMITH, LTC Mary Ellen 1988 34 0B Richie Cc 

URICK, LTC George 1988 51 0B Richle G 


tf 
=} 


i 


INTERVIEWEE BR YEAR/ PAGES INTERVIEWERCS) UNIT LOCAT ION/ PERIOD 
NUMBE OF TYPE OPERAT ION 
TRANS 
TOPICAL PROJECT NO. VIII: COMPANY COMMAND IN VIETNAM (1981-1985 
ABATE, COL Claude W. AR 85-48 25 Dennis Trans. Long Binh 1966-67 
ALCALA, LTC Raoul H. AR 83-38 61 Bade Armd. Bear Cat 1966-67 
ALLEN, LTC Michael B. FA 83-47 53 Blond! Arty. Dong Ha 1967-68 
AMES, LTC Robert A. FA 85-8 53 Rodr Iquez Arty. Pleiku/An Khe 1970 
ANDERSON, LTC Randall J. FA 84-5 47 Sausser Support Pleiku 1968-69 
ANDRES, LTC Dudley M AR 81-14 4g Fritsche Armd. Phu Lol 1966-67 
ARMISTEAD, LTC Joseph D. FA 83-56 64 DeBolt Arty. Bu Dop 1969 
BAER, LTC Barry S. FC 85-11 40 Taylor Cav. Bear Cat 1967 
BAKER, LTC Alfred Ww. IN 83-8 93 Faley IN, Cu Chi 1967-68 
BAKER, LTC Michael C. MSC 84-38 53 Wice ABN IN I Corps 1968 
BAKER, LTC Ronald L.,ur. IN 83-3 49 Faley IN Cu Chi 1969-70 
BAKER TC Rudolph IN 3-19 ° 46 Bade ABN IN Be!n Hoa 1965-66 
BALLAR., LTC Joe N. EN 5-20 64 Arrington EN Quin Non ' 1965-67 
BARRETT, LTC Thomas P. AR 83-33" .55 Bade Air CAV Phu Bal 1971-72 
BASSAETT, LTC Sterling P. IN 82-3 23 Davis ABN IN Santa Domingo 1965-66 
BATES, COL Jared L. IN 85-29 37 Burney IN An Khe 1969-70 © 
BELL, LTC Michael C. USMC 83-29 85 Wetzel Arty. DaNang 1970-71 
BLACKWELL, LTC Paul E. IN 83-2 71 Faley IN MeKong Delta 1968-69 
BLAIR, COL. John D.,1V IN 83-12 82 Leyda SF DaNang 1966 
BONINE, LTC Larry S. EN 85-17 77 Arrington Const. 1 Corps 1967-68 
BOONE, LTC Howard E. EN 84-13 = 42 Patin Const. Quin Nyon 1966-67 
BOOTH, LTC Clinton A. sc 85-47 24 Dennis Signa) Lorg Binh 1969 
BOZEMAN, COL John R. FA 84-18 36 White MSF Trang 1969 
BRAMLETT, LTC David A. IN 82-6 85 Davis ABN IN Blen Hoa 1968-69 
BRANDON, LTC Ramey J. sc 85-51 25 Dennis Signal Cru Chi 1968 


160 


101 


INTEF.VIEWEE BR eae PAGES INTERVIEWERCS) UNIT LOCAT ION/ PERIOD 
R _OF TYPE OPERATION 
TRANS 

BRICKMAN, LTC James F. FA 85-10 51 Rodr I quez Arty. Long Binh 1968 

BRINKLEY, LTC William A. AR 85-18 43 Taylor Armd. Pletku 1968-69 
BROWN, LTC Gary L. FA 82-24 76 Weaver Arty. Pleiku 1966 

BROWN, LTC Lloyd K. EN 83-67 71 Meek EN Phuoc Tuy 1969 

BULLARD, LTC Charles N. TC 85-45 24 Dennis Trans. Cam Ranh Bay 1966-67 
BURKE, COL Edward J. IN 82-10 76 Ot jen IN Lal Khe 1967 

BURNEY, LTC Linwood E. IN 85-38 46 Taylor ABN IN Vietnam 1967-69 
BYRNE, LTC Michael E. IN 84-17 34 White IN Cu Chi 1968 

CALDWELL, LTC James E.I1II EN 85-23 62 Arrington EN Song Be 1968-69 
CAMPBELL, LTC Daniel H. IN 82-14 76 Ot jen ABN IN Blen Hoa 1966-67 
CAREY, LTC Arthur T. AR 82-33 68 Davis Armd. III Corps 1968 

CARLSON, LTC Albert E. FA 84-44 53 Timmons Support Xuan Loc 1968 

CAROTHERS, COL Joe D. AHC 85-15 48 Arrington Aviation Tay Ninh 1970-71 
CASTLEMAN, LTC Robert 

CAVEDO, LTC John R. FA 82-57 83 Weaver Arty. An Khe 1970 

CHERRIE, LTC Stanley F. AR 85-36 95 Felder Cav. Chu Lal 1971 

CIMRAL, LTC Ted A. Tc 85-45 21 Dennis Trans. Pleiku 1967-68 
CLARK, LTC Louls R. ADA 82-28 26 Stupka Arty. Phu Bal 1967-68 
CLIFTON, LTC Jack H. EN 82-37 42 Crew SF III Corps 1963 

COLE, LTC David L. FA 82-22 54 Weaver Arty. Phong Dien 1969-70 
COLE, LTC Richard B. IN 82-12 79 Ot jen IN Cu Chi 1966-67 
COLLIER, COL Willlam P.ur. FA 84-31 46 Mitchiner Arty. Vietnam 1967 

COLLINS, LTC John D. AR 82-36 54 Davis Armd. III Corps 1967-68 
COLVIN, LTC. John D.III MSC 83-76 62 Barrett Aviation Chu Lal 1971 

CONNALLY, LTC J.F. IN 84-26 58 Fox ABN IN Da Nang 1967-68 
CONNER, LTC Vernon L. ADA 85-34 53 Felder Escort Long Binh 1970-71 
CONRAD, LTC Joseph C AR 81-15 4a Fritsche Armd. Tam Ky 1967 

COPE, LTC John A.,ur. IN 84-54 85 Lord IN Hue-Hwy547 Liv 1967-68 
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INTERVIEWEE 


CULP, LTC Dennis K. 
CUMMINGS, CDR Ernst M. 
CUMMINGS, LTC John W. 


CUNDIFF, COL Brian H. 
DAILY, LTC, James L. 
DANIEL, LTC Eugene 
DARLING, COL Marshall 8. 
DEASON, LTC Robert L. 
DE BOLT, COL Harold F. 
DELISANTI, LTC Neal 
DENTON, LTC Jesse H. 
DI CAPRIO, LTC Anthony 
DRAPER, LTC Jeffry Y. 
DRISKILL, LTC Joe 
EASTON, LTC Jack E. 
EASUM, LTC Thomas B. 
ERICKSON, LTC Richard 
FALEY, LTC Thomas E. 
FELICIANO, LTC Jose R. 


FELLETTER, LTC Vincent J. 
FESMIRE, LTC John A. 
FICHTL, LTC Theodore C. 
FISHBACK, LTC David M. 
FISHER, LTC Edwdard C. 
FITZGERALD, COL Joseph P 
FLYNN, LTC Michael J. 


1v3 


BR 


YEAR/ 
NUMBER 


82-41 
83-79 
83-10 


84-10 
82-11 
82-33 
$5-40 
83-20 
83-59 
85-25 
83-17 
83-40 
85-5 

82-31 
85-14 
82-23 
83-45 
83-7 

85-3 


85-32 
82-3 

82-47 
83-5 

83-11 
82-43 
83-70 


PAGES 


INTERVIEWERCS) UNIT 
TYPE 


Slegfried 
Belcher 
Biond! 


White 
Stamey 
Ingram 
Hemming 
Bade 
DeBolt 
Felder 
Wetzel 
Montgomery 
Taylor 
Stegfried 
Arrington 
Weaver 
Leyda 
Wetzel 
Taylor 


Burney 
Broder ick 
Ot jen 
Faley 
Blond! 
Stupka 
Meek 
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EN 
CG Cutter 


IN/Al rmobl le 
IN 

IN 

IN/Al rmob! le 
Signal 

IN 


LOCATION/ 
OPERATION 


An Khe 
Catlo 
Salgon 

All & Corps 
III Corps 
Phan Rang 
Salgon 
Chu Lal 
Blen Hoa 
Dau Tleng 
II Corps 
Satgon 
Xaun Loc 
An Khe 

Lal Khe 
DaNang 
Phuoc Vinh 
Camp Evans 
Blen Hoa 

I Corps 
ICOR 
Quang Tri 
An Khe 
Bear Cat 
DI An 

An Khe 
Phu Lam 


1966-67 
1965-67 
1967 
1972-73 
1966-67 
1968 
1968 
1966-67 
1968-69 
1965-66 
1970 
1967 
1968 
1967-68 
1966-67 
1971-72 
1968-69 
1968-69 
1966 
1967-68 | 
1969-70 
1969-70 
1965-66 
1966 
1967 
1968 
1965-66 
1968 
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INTERVIEWEE BR YEAR/ PAGES INTERVIEWERCS) UNIT LOCAT ION/ PERIOD 
NUMBER OF TYPE OPERATION 
FOX, LTC Alexander J. sc 85-46 38 Dennis Signal Long Binh 1970-71 
FOX, LTC Wesley L. USMC 84-22 50 White IN Quang Trl 1968-69 
FOYE, LTC David M. IN 84-20 49 Fox IN Dak To 1967-68 
FRANCK, LTC John L. IN 83-18 62 Wetzel ABN IN Hue 1968-69 
FRANKLIN, LTC Robert B.Jr. AR 83-42 66 Montgomery Armd. An Khe 1970-71 
FRITZ, LTC Martell D. FA 83-50 53 Leyda Arty. AN Khe 1966-67 
FULLER, LTC John D. IN 85-24 77 Felder IN/Al rmobi le Quan Lol 1970 
FULMER, LTC Lemos L., Ur. AR 83-41 82 Montgomery Armd. Xuan Loc 1968-69 
FURTADO, LTC William J. FA 84-50 21 Murphy IN Cu Chi 1968-69 
GEORGE, LTC James D. IN 85-6 ug Taylor IN Lal Khe 1967-68 
GILL, LTC Clair F. EN 83-66 38 Belcher EN Long Binh 1970-71 
GLOSSOM, LTC Clyde W. IN 84-9 88 Wice Trans. Long Ben 1966-67 
GORNTO, LTC Ronald E. aC 84-42 54 Wice A Taconm. Plelku 1968 
GORSKI, LTC Richard EN 85-16 46 Arrington Const. III Corps 1968 
Support III Corps 1970 
GREENWALD, LTC Donald P. MP 81-42 31 Mentor MP Quin Nhon 1970-71 
GREGORY, LTC Woody EN 84-6 27 Patin Const. Plan Thiet 1971 
GRIER, LTC Thomas F.,Jr. ‘IN 83-23 59 Barrett Aviation Tuy Hoa 1970-71 
GRIFFIN, COL Donald K. FA 84-30 5 Mitchiner Support Delta Region 1968 
GRIFFIN, LTC James H. 00 83-75 36 Meek Support Duc Pho 1967-68 
GROGAN, LTC Timothy J. AR 81-17 70 Fritsche Armd. Dak To 1968 
GROSS, LTC. Joseph C,III AR 83-31 56 Barrett ABN IN Cump Eagle 1970 
GROSZ, LTC Nicholas H.,Jr. USMC 83-28 59 Wetzel IN DaNang 1965-66 
CAFC Chi Lal 1969-70 
HAGLER, COL Ralph L.,uJr. IN 85-21 60 Taylor Support Vietnam 1969-70 
‘HAMPTON, LTC. Don H. IN 84-34 50 Fox ABN IN Vietnam 1966-67 
HANDY, LTC Malvin L. AVN 85-22 61 Arrington AVN Support ‘Phu Loy 1971-72 
HARBACH, LTC David AR 83-80 52 Meek — EN Binh Dinh Prov. US 1967-68 
HARDING, LTC James R. AR 82-41 4} Stamey IN I and II Corps 1967-68 


INTERVIEWEE BR 


PAGES 
OF 


INTERVIEWERCS) UNIT 
TYPE 


LOCATION/ 
OPERATION 


PERIOD 


NY 


HARTZOG, LTC William W. IN 
HASELGROVE, LTC Leighton AR 
HENDRIX, LTC John W. IN 
HENDRIX, LTC Kenneth R. TC 
HENNESSEE, LTC James F. IN 
HENNIES, LTC Clyde A. AR 
HENNIES, LTC Clyde A. AR 
HERRLING, COL. John P. IN 
HILLYARD, LTC Frederick J. IN 


HOOK, COL Chuck FA 
HUDSON, LTC Donald L. IN 
INGRAM, LTC Donald IN 
INMAN, LTC Stephen E. ADA 
JEFFRIES, LTC Lewis I. FA 
JOHNSON, LTC David C. IN 
JOHNSON, LTC Jullus F. IN 
JONES, LTC Boyd A. EN 
JONES, LTC James M.,Ur. IN 
JONES, LTC Richard A. AR 
JONES, LTC William W.,Jr. IN 
KEIUIT, LTC Robert J. FA 
KEOUGH, LTC, Francis P. MI 
KENNY, LTC Patrick EN 
KERR, LTC Thomas W. FA 
KIEVENAAR, COL Henry A.,uUr AR 
KIMERLING, LTC Roy DO. AR 
107 


72 
57 
94 
36 
49 
90 
67 
50 
49 
32 
78 
65 
27 


Murphy 
Belcher 
Burney 
Bade 
Elenan 
Sausser 


Wice 
Arrington 
Rodr I gquez 
Burney 
Montgomery 


Aviation 


ABN IN 


Intelligence 
Support 
Arty. 

ABN IN 

Armd. 


1967 
1969-70 
1968-69 

1967 

1968 
1966-67 

1971 

1966 
1966-67 
1966-67 
1970-71 
1967-68 
1967-68 

1968 

1968 
1967-68 
1967-68 
1967-68 

1969 
1967-68 
1965-66 
1969-70 
1970-71 
1969-70 
1969-70 
1968-69 
1965-67 


INTERV! EWEE 


KIRSCHENBAVER, LTC, 
George W. 


KULAS, COL James F. 

KUSTER, LTC Bernard A. 
KWIECIAK, LTC Stanley 
LANDIS, LTC George A. 


E., Jr. 
LEACH, LTC Dennis A. 
LEAHEY, LTC RAYMOND 
LEHOWICZ, LTC. Larry G. 
LEIDICH, COL Raymond G. 
LEONARD, LTC Ronald R. 
LEYDA, LTC Craig H. 
LOMBARD, LTC James E. 
LORD, COL Gerald 
LOWRANCE, LTC Jerry M. 
MAGRUDER, LTC Robert B. 
MAHADY, LTC Fred 
MASON, LTC Dick 


MEADE, LTC David C. 


MENTOR, LTC John L. 
MEONI, LTC Nel] W. 


INTERVIEWERCS) UNIT 
TYPE 


€ 


BR Agel i seal otf PERIOD 
TRANS 
IN 83-14 39 Barrett IN Phuoc Vinh 1966-67 
KLEIN, LTC Frank W., dr. IN 83-16 40 Wetzel ABN IN AnKhe 1967-68 
KNOWLTON, LTC William F.X. IN 85-27 72 Burney IN Phan Thiet 1968 
OD 85-50 23 Dennis Ordnance Nha Trang 1965-66 
Qu 83-74 33 Belcher QM Long Binh 1966-67 
FA 83-61 4h DeBolt Arty. Dong Tam 1967 
TC 83-73 4& Belcher Trans. Phu Than Valley 1967-68 
LANGENDORFF, COL Herbert 
MP 82-53 39 Stamey MP Santo Domingo 1965 
IN 83-21 48 Bade Light IN Cho Lal 1967-68 
MS 81-46 21 Mentor AG (Personnel) Long Binh 1971-72 
IN 83-25 37 Barrett IN/Al rmob1 le Phan Rang 1966 
USMC 82-16 35 Broder ick IN Chu Lal 1966 
IN 83-6 94 Wetzel ABN IN Bien Hoa 1967-68 
FA 83-60 45 Blond! Arty. Glo Linh 1969-70 
MS 82-52 47 Ingram Aviation Long Binh 1968 
AVN 84-30 60 Mitchiner Support I Corps 1969-70 
EN 84-25 45 Patin EN Long Galo 1966-67 
FA 84-41 92 Timmons Arty. Pleiku 1966-67 
USMC 83-27 66 Faley IN Quang Tri 1967-68 
‘MI 82-16 36 Crew Support Can Too 1968-69 
MC QUESTION, COL John R. IN 83-24 34 Barrett Aviation Dong Tam 1965-66 
MC SWEENEY, LTC Dennis D. FA 85-1 94 Rodr Iguez Support Lal Khe 1966-67 
FA 83-51 78 Leyda Arty. PhuLot 1966-67 
MEDLIN, COL John D., Jr. MSC 84-35 53 Wice Hospital Chu Lal 1968-69 
MP 81-41 32 Fritsche MP DI An 1965-66 
IN 84-4 72 Wice IN Cu Chi 1967 
FA 85-2 68 Rodr I gquez Support Cu Chi 1 ‘ Q 1967-68 


‘METELKO, LTC James E. 
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INTERVIEWEE BR YEAR/ PAGES INTERVIEWERCS) UNIT LOCATION/ PERIOD 
NUMBER _OF TYPE OPERATION 
MEYERS, LTC Frederick F.ur TC 83-72 49 Meek Trans Long Binh 1966-67 
MICOL, COL Victor E. IN 82-17 73 Ingram IN Bein Hoa 1964-65 
Aviation Khauh Hoa 1968-69 
MILLER, LTC George M.Ur EN 83-64 24 Belcher EN Long Binh 1967 
MITCHELL, LTC Ralph M. FA 84-43 71 Timmons Support II Corps 1967-68 
MITCHINER, LTC Marvin 
ur. AVN 84-55 43 Lord Aviation Chu Lal 1969-70 
MONTEVERDE, LTC Miguel 

E.,ur. FA 84-52 78 Lord Support A Shau Valley 1969 
MONTGOMERY, LTC Thomas M. AR 83-37 68 DeBolt Armd. Blen Hoa 1968-69 
MOREAU, LTC James G. TC 84-8 72 Wice Support Vongtau 1964-65 
Support Vietnam 1967-68 

MORIG, LTC Robert D, FA 84-49 - 34 Murphy Arty. ICOR 1967-68 
MORIN, LTC, Carl R.,ur. FA 84-16 6 Sausser Support Pletku 1965-66 
MORRISON, LTC EDGAR B. FA 83-59 31 DeBolt AR Cu Chi 1969 
MULCAHY, COL Terrence D. IN 84-24 23 White IN III Corps 1966 
MURRAY, LTC Richard N. ADA 84-32 8 Mitchiner Arty. Chu Lal 1968-69 
OHSON, COL Walter E. FA 84-39 68 Timmons IN Pleiku 1966-67 
O'KEEFE, LTC JOHN J. FA 82-25 84 Weaver Arty. Chu Lal 1968 
OPPENHEIM, LTC James P. EN 82-38 64 Stamey Support Cam Rahn Bay 1966-67 
O'REILLY, LTC John W. ADA 82-62 23 Stupka Support Phu Cat 1968-69 
OTJEN, LTC John P IN 82-9 69 Ingram IN Cu Chi 1966-67 
QURA, LTC Donald M. IN 83-26 53 Wetzel IN Pletku 1967-68 
OWEN, LTC Dean M. IN 83-15 45 Barrett Aviation Ban Me Thuot 1969 
PAGE, COL William C. AR 83-32 44 Barrett Aviation Quin Nhon 1969-70 
PALMER, LTC Charles S. FA 83-53 35 DeBolt Arty. Long Binh 1968 
PARKS, LTC William I.,ur IN 84-11 51 White SF Tay Ninh 1966-67 
PATIN, LTC Jude W.P. EN 84-46 23 Murphy Pipeline Thal land 1966 

li2 


BESTCOPY AVAILABLE = * 
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INTERVIEWEE BR YEAR; PAGES INTERVIEWERCS) UNIT LOCATION/ PERIOD 
NUMBER OF TYPE OPERATION 
TRANS 

Const. Thal land 1967 
PAULER, LTC Gerald L. EN 82-40 60 Davis EN An Khe 1965-66 
PENDLETON, LTC William C. IN 84-23 19 White IN Cu Chi 1967-68 
POWELL, LTC Robert L. IN 84-27 46 Fox IN Il Corps 1968 

IN III Corps 1970-71 
POYNTER, LTC Willltam D. EN 83-68 34 Meek EN Plelku 1966 
PRATHER, LTC Dan E. IN 84-12 29 White IN I Corps 1967-68 
QUINN, LTC Jimmie AR 85-23 49 Burney Recon. Xuan Loc 1968-69 
REMLING, LTC Arthur A.Jr. AGC 83-78 51 Bade Alrmobile IN Cu Chi 1967-68 
RHAME, LTC Thomas G. IN 81-34 59 Elanan ABN/Alrmobile/ An Khe 1967-68 

IN 
ROBBINS, LTC John E. FA 83-46 32 Blond! Arty. An Khe 1967-68 
RUDESILL, COL Robert S. FA 83-58 52 DeBolt Arty. Blen Hoa 1965-66 
RUSHATZ, LTC Alfred S. IN 82-18 29 , O'Rellly Intel 1 igence DaNang 1971-72 
SCHNEIDER, LTC Michael M MI 81-40 36 Mentor Intel 1 Igence An Khe 1966-67 
SCHOLL, LTC WAYNE J. EN 84-26 36 Patin Maint. Chu Lal 1967-68 
SCOTT, LTC Peter F. AR 82-31 118 Slegfried IN Bear Cat 1967-68 
SCUDDER, LTC William I. IN 81-35 56 Elenan Alrmobile IN An Khe 1967 
SELLERS, LTC Thomas H. IN 83-4 80 Faley Light IN Salgon 1966-67 
SHARP, LTC Fred sc 82-42 20 O'Rellly Signal Quin Nhon 1966 
SHAW, LTC Hubert S.,uUr. IN 85-4 65 Taylor IN Dian 1968-69 
SHELLABARGER, LTC Dan G Tc 82-48 32 O'Rellly Trans. Long Binh 1966-67 
SHLENKER, COL Lenard L. FA 85-13 72 Rodr Iguez Arty. An Khe 1966-67 
SHRADER, LTC Charles R. TC 81-51 68 Mentor Trans. Long Binh 1968 
SIERRA, LTC Michael J. IN 84-51 55 Murphy IN/Al rmobi le DMZ-Saligon 1968-69 
SIMINO, LTC Joseph R. FA 84-2 57 Sausser Arty. Phuoc Vinh 1969-70 
SIMPSON, LTC Albert F. MI 83-69 38 Meek MP Long Binh 1970 
SMITH, CL Carlton H.. ADA 85-37 67 Felder Air Defense Hon Tre Island 1968 
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INTERVIEWEE 


SMITH, LTC George F. 
SONES, LTC Richard A. 
SPEEDY, LTC John C,III 


SPILLER, LTC Winton Jr. 
STALMANN, LTC Bernard E. 
STANLEY, LTC Gerald I. 
STRYJEWSKI, LTC Robert H. 
TAYLOR, LTC Richard H. 
THOMAS, LTC John J 
TILELLI, LTC John H. 
TIMMONS, LTC Richard F. 
TINDALL, LTC James E. 
TINKER, LTC Andrew C. 
TRAGAKIS, LTC Christopher 
TRAGEMAN, LTC Richard W. 


TRIFILETTI, LTC Anthony C. 
TROTH, LTC Robert S. 
TRUESDELL, LTC John C. 
VAN HORN, LTC Frederick E. 
VAN RIPPER, LTC Paul K 
VANNES, LTC Clayton L. 
VELEZIS, LTC James A. 

VIA, COL Robert E., Jr. 
VISSER, LTC Eric 

WAGNER, LTC Jerry T. 


PAGES 
OF 


INTERVIEWERCS) UNIT 
TYPE 


Murphy 
Bade 
Lord 


NeBolt 
Pat.in 
Davis 
DeBolt 
Hemming 
Elenan 
Belcher 
Fox 
Leyda 
Davis 
O'Reilly 
Sausser 


Mitchiner 
Crew 
Felder 
Lord 
Broderick 
Mentor 
Ot jen 
Meek 
Hemming 
Murphy 


Cav. 
Air CAV 
Armd. 
Armd. 
Arty. 
EN 
Processing 
Arty. 
Cav. 
Arty. 
EN 

RRF 
Arty. 
Processing 
Signal 
Support 
Support 
Support 
Support 
Arty. 
IN 


Communication 


EN 

Vet. Svc. 
Arty. 
Support 
Support 


INTERVIEWEE BR be a PAGES INTERVIEWERCS) UNIT LOCATION/ PERIOD 
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WALK, LTC Gary J. FA 84-40 63 Timmons Arty. Bear Cat 1967-68 
WALKER, LTC Thomas Tc 82-50 38 O'Rellly Aviation Pleiku 1971-72 
WALLACE, LTC Terrence M. AR 84-43 75 Montgomery Armd. Xuan Loc 1967-68 
WEAVER, LTC Charles Rex FA 82-26 4y Weaver Arty. Pletku 1966 
WEIGAND, LTC Gerald L. IN 83-9 64 Faley IN Cu Chi 1967-68 
WELLS, LTC James V. AR 84-58 36 Lord PSYOP Nha Trang 1970 
WETZEL, LTC Allan R. IN 81-3 91 Faley Mech. IN Cu Chi 1967-68 
WEYRAUCH, LTC Paul T. FA 82-2 27 Weaver Arty. Pletku 1967 
WHITE, LTC Eddie J. IN 84-21 4y Fox IN Cu Chi 1969-70 
WHITE, LTC Thomas R. FA 85-44 78 Felder Support Ben Luc 1967-68 
WILD, LTC Allen R. sc 81-44 30 Mentor Communication D1 An 1966-67 
WILDE, LTC Gary D. Tc 84-13 68 Wice Support MeKong Delta 1968-69 
WILLIAMS, LTC James L. USMC 83-30 71 Wetzel IN Khe Sahn 1967 

IN Hue 1967-68 
WILLIFORD, LTC Sherman H. IN 82-2 61 Ingram IN Dong Tam 1969 
WINTERS, LTC James M. ADA 83-63 35 Blond! Arty. Tay Ninh 1967-68 
WITT, LTC Willlam W. IN 82-13 29 Broderick Alrmobi le An Khe 1968 
WOMBLE, LTC Columbus M FA 84-15 48 Sausser Support Bear Cat 1968-69 
WONG, LTC Frederick G IN 85-30 4& Burney IN Dan Tieng 1969 
WOOD, LTC James H. IN 85-41 114 Hemming ABN IN Bien Hoa 1966-67 
YANAGIHARA, LTC Galen EN 84-297 48 Patin EN Long Binh 1966-67 
YAUGO, LTC Edward 0. IN 81-36 71 Elenan Mech IN Phuoc Vinh 1965-66 
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Access to all SSI Interviews are restricted and require prior coordination. 


ARNOLD, MG Steven L. 
BENCHOFF, BG Dennis L. 
BOICE, MG William M. 


FRANKS, LTG F. M. 
FRIX, MG Robert S. 


*FUNK, MG Paul E. 
*GRIFFITH, LTG Ronald H. 
HATLER, COL Gaylor 
HARRINGTON, COL Stuart 


HOLLOWAY, COL. Gene 


JEREMIAH, ADM David 
*JOHNSON, MG James H. ur. 
KLEIMON, COL Robert 


LACKEY, COL Glenn and 
MILLER, COL Gene 


LAPOSATA, LTG Joseph S. 
LUCK, LTG Gary E. 
McCAFFREY, MG Barry R. 
MICHAELIS, LTC Marc 


G3, Operations and Plans 
DCSLOG EUCOM 


Acting Chief of Staff 
CENTCOM Rear 


CG, VII Corps 


Deputy Canmand 
Chief of Staff, trd Army 


Commander, 101lst Alr Assault Div 
Commander, 1st Armored Division 
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ARCENT G3 Operations 
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CG, XVIII Corps 
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CENTCOM Rear Operations 
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POTTER, BG Richard 


SAINT, GEN Crosbie E. 
SCHWARTZ, MG Paul R. 


SEXSMITH, CAPT Jerald 
USNR 


SHALIKASVILI, LTG John M. 


STARRY, GEN Donn A. 
STEWART, BG John P. 


TAIT, MG Thomas H. 


WALLER, LTG Calvin A.H. 
YEOSOCK, LTG John J. 
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Office, CENTCOM 
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General CRetired) 
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Chief, Desert Storm After Action 
Review, US Cambined Arms 
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NAME 


LAWSON, COL Harlan A. 
FLORIS, LTCCP) John P. 
KNIGHT, LTC Kenneth R. 
LEADY, LTC Michael L. 
CHRISTOPHER, LTC Paul 


ROBINSON, LTC George S. 
EPKINS, COL Steven A. 
SHANAHAN, COL Michael 
WALTON, LTC Ira F. 
PETOSKEY, LTC Peter L. 
TAYLOR, LTC William H. 
ETHERIDGE, COL Jerry H. 


GOFF, LTC Roslyn M. 

BUNYEA, LTC Walter L. 
KENNEDY, LTC William M. 

L CHTERBERGER, COL Peter W. 
SULLIVAN, LTC Michael L. 
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lst Bn, 41st FA, 
sate Inf Div 


Cdr, 3d “ted 4ist FA, 
lst Cav D 


Cdr, 2d Bn, “lst FA, 
attached to lst Arm Div 


Chief of Plans, AC/S G3, 
VII Corps 


Chief of Staff, 44th Med Brig 


G2, 82d Airborne Div 
Cdr, 519th MP Bn 
Cdr, 56th Med Bn 


G2, 101st Airborne Div 


Cdr, Logistics 
Chief Action Officer for 


Replacement Operation Im TRADOC 


Bn Co Quartermaster 
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INTERVIEWEE BR pend PAGES INTERVIEWERCS) UNIT PERIOD 
NUMB OF TYPE 
TRANS 
COMMAND AND GENERAL STAFF COLLEGE COMBAT COMMAND 
ANSHUS, MAJ Richard C. IN 82-29 57 Colacicco IN 1970-71 
ARNOLD, MAJ Robert 0D 82-30 23 Barnes Support 1970-71 
BARNES, MAJ Richard FA 82-2 60 Colacicco Arty. "1971 
BEVINGTON, MAJ Richard L., Ur. FA 82-6 26 Peoples Arty. 1970-71 
BORNHOFT, MAJ Stewart H. EN 82-13 68 colacicco EN 1971 
CARDER, MAJ Patrick T. QM 82-8 42 Colacicco Support 1970 
CARY; MAJ Bruce B. TC 82-15 38 Blelen - Trans. 1970-71 
CECIL, MAJ Thomas 00 82-16 26 Peoples Support 1970-71 
CLEARY, MAJ Daniel IN 82-37 43 Barnes IN 1971-72 
COLACICCO, MAJ Michael EN 82-1 27 Bielen Alr Mobile 1971 
DAMM, MAJ Jim IN 82-12 40 Blelen IN 1971-72 
DAVIS, MAJ Cecil] F. sc 82-20 27 Peoples Signal 1969 
DEAN, MAJ Don Qu 82-5 23 Colacicco Support 1971-72 
DE FRANCISCO, LTC Joseph FA 82-4 32 Barnes Arty. 1970-71 
ELLIS, MAJ John J. IN 82-27 99 ‘Blelen IN 1970-71 
GOLPHENEE, MAJ 0.J. MP 82-11 27 Malik Police 1970 
HOLLIS, MAJ James B. AR 82-7 47 ’  Colacicco Armd. 1968-69 
KOREN, MAJ Henry L.T., dr. IN 82-22 50 Peoples IN 1971 
LENZE, MAJ Paul E. AR 82-21 34 Peoples Armd. 1971 
LONG, MAJ William C. MS 82-14 23 Bielen Drug Tr. 1971 
LOVE, MAJ James FA 82-32 30 Barnes Arty. 1971-72 
MELTON, MAJ Clay IN 82-36 28 Peoples IN 1971-72 
MILLER, MAJ Victor E. AR 82-10 49 Maltk Support 1970 
MONTANO, MAJ James IN 82-26 47 Blelen IN 1971-72 
PARKER, MAJ Harry L. oD 82-31 38 Barnes Support 1969-70 
PEOPLES, MAJ Thomas OD 82-3 36 Barnes Support 1969-70 
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INTERVIEWEE BR YEAR/ PAGES INTERVIEWERCS) UNIT PERIOD 
NUMBER OF TYPE 
RIEDERER, MAJ WILLIAM G. IN 82-18 bh Peoples IN 1969 
SPAIN, MAJ Timothy P. IN 82-9 42 Colacicco Signal 1969-70 
TERRIEN, MAJ Max V. IN 82-28 54 Colacicco CAV. 1971 
TOMASIK, MAJ Donald M. . EN 82-35 50 Colacicco Support 1971 
TOROVSKY, MAJ Richard H., dr. IN 82-34 70 Colacicco Alr Assault 1970-71 
TOWNSEND, MAJ Steven N. sc 82-25 34 Peoples Signal 1969-70 
TUCKER, Maj. Gary L. IN 82-38 30 Colacicco IN 1969-70 
WATSON, MAJ Jerome A. IN 82-19 49 Maltk IN 1971 
WEHMEYER, MAJ John IN 82-24 35 Maltk IN 1971 
WHITE, MAJ John, dr. IN 82-23 63 Barnes IN/Alrmobile 1970-71 
WIGGINS, MAJ Richard IN 82-33 36 . Bares IN 1968-69 
YAP, MAJ Michael FA 82-17 35 Barnes Arty 1969-70 
1<8 
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INTERVIEWEE INTERVIEWER DATE NUMBER OF P, 
KOREAN WAR 
RAPER, LTC (Retired = Grodeck! of CMH/ 17 June 1988 2 tapes 
- ¢ ») Na lor Trowes, oes codec ° 3 ape 
PRESTON, SSG WII1I 8 Grodeck! of CMH/ 18 June 1988 it 
. ti Sobch AFA me eee sii: 
CLOYD, Colonel Ralph N. s Grodeck!_of CM4/ 20 June 1988 2t 
. m Sobch AER WY Ne unit) ia 
150 
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INTERVIEWER PAGES INTERVIEWEE COPY AT CMH 
COMBAT LEADERSHIP _IN KOREA 


GENERAL MATTREW B. RIDGWAY, USA 

Adams, James Y. 170 Blair x 
Beauchamp, Charles E. 112 Blair x 
Bolte, Charles L. 109 Blair X 
Boswell, James O. 168 Blair X 
Caldwell, Willlam B. 22 Blair X 
Chiles, John H. 138 Blair X 
Clalnos, Peter Demosthenes 181 Blair X 
Culley, Frank J. 86 Blair x 
DeGavre, Chester B. 144 Blair xX 
Dolvin, Welborn G. 191 Blair X 
Edson, Hallett D.. 71 Blair x 
Edwards, James W. 86 Blair xX 
Epley, Gerald G. ; 112 Blair Xx 
Freeman, Paul L. 201 Blair x 
Gill1Is, Thomas D. 122 Blair x 
Gurfein, Joseph I. 87 Blair x 
Harris, Willlam W. 153 Blair X 
Lynch, Eugene M. 144 Blair x 
Michaelis, John H. 119 Blair xX 
Mildren, Frank T. 162 Blair x 
Moore, Ned D. 114 Blair xX 
O'Nell, Thomas A. 129 Blair x 
Palmer, Charles D. 207 Blair x 
Powell, Herbert T. 138 Blair xX 
Quinn, Willlam W. 192 Blair x 
Ridgway, Matthew 6B. 155 Blair 

Rowney, Edward L. 52 Blair X 
Throclenorton, John L. 104% Blair X 
VanBrunt, Rinaldo 131 Blair » 4 
Wilson, Arthur H. 119 Blair x 
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BEST COPY AVAILABLE 


INTERVIEWEE INTERVIEWER DATE TAPES TRANSCRIPTS 
CMH LOGISTICS CTs 
FUSON, LTG (Ret) Jack C. self Interview Oct 91 4 


134 
133 


The fol lowl Interviews were donated to the U.S. Army Military History Institute by the Army Medica 
oe AIY are open to bonifide researchers. shown is de 4 


CAMEDD 
transcripts. 


AABY, LTC Gene V. 
AABY, LTC Gene V. 


ADAMS, David R. 
ADAMS, Martin J. 


ADAMS, LTC Raymond E. 
ADAMS, LTC Richard M. 
ADAMS, Samuel 

AHERN, Mason A. 
AKERS, MSG BI}ly J. 


ALDERSON, CW2 David 
ALFORD, CMS James 


ALLEN, MG Levin. ° 


ALLISON, LTC Stanley C. 
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Former surgical consultant, 
hl of the Surgeon Gen- 
era 


Former sory ice: consultant, 
attics of the Surgeon Gen- 
era 


Medical evacuation hel !cop- 
ter pilot 


Medical evacuation hel icop- 
ter pllot 


CO, 18th Surgical Hospital 


Sth Medical Group 


. 5th Medical Group, 3rd Bn 


Helicopter pllot,45th Air 
Arbulance Co., Long Binh 


Chief of Staff, Elghth Army 


3rd Special Forces Group (SFG) 


Informat lon 


Special interview--administrative, 
Vietnam 


Special Interview--professional, 
Vietnam 


Vietnam 


Vietnam 
Medical platoons--Korea 
Vietnam 


Special Forces activity, Vietnam, 1964 


Special Forces activity 
Vietnam, 1960-69 ‘ 


Vietnam, 25 Noverber 1969 

Special Forces Ivity, Nha Tr. 
Vietnam, rv 1562 Delenber 1970” 
Korea, 1950-51 

Special Forces, Vietnam 
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1 pepersaan. 
with the tapes and 
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=. POSITION SUBJECT TAPE TRANSCRIPT 

ANDREWS, Robert, and 

. Cary 3 Neurosurgery In Vietnam 
ANDREWS, LTC William S. Medicine, Korea x 
ANGELONE, SGM Patsy Sth SFG, Airborne CAbn) Vietnam, 5 November 1975 x 
ARCHER, Chalmers H. Medic, lst SF Vietnam x x 
ARMSTRONG, MG George E. Staffing medical units, Korea x x 
ARTISS, Kenneth L. Special Forces, Laos x x 
AUSTIN, Richard B. 68th Medical Group MEDCAP activities, Vietnam x x 
BABCOK, LTC Samuel 2d Medical Bn, 2d Div. Korea x 
BAKER, MAJ George Special Forces, Vietnam 
BAKER, SGM Harold L. Special Forces, Vietnam Fa x 

so notes) 
BAKER, COL Hinton CO, 9th Medica! Laboratory Vietnam x 
BANK, COL Aaron ’ Special Forces, Korea x 
BARNES, LTC George 
BARR, MG David G. 24th Div., Korea 
BARRICK, COL Carrol] C. Korea 
BARTLEY, Charles H. Medic Special Forces, Vietnam 
BECKER, Quinn H. CO, 15th Medical Bn, lst Air x 
Cavalry 

BEHRENS, COL Donald H. Medical operations, Korea 
BEIDERLINDEN, MG William A. Staff problems, Korea x 138 


1:°7 BELL, COL Robert F. 


wv 6 


_ Surgeon 


ome 


NAME POSITION SUBJECT TAPE TRANSCRIPT 
BELOFF, Steven H. MSC Officer - Mobile 
Riverine Forces 
BENNETT, Leland R.. USAF, Nurse Advisor ARVNAF 
Surgeon General x 
BENNETT, MAJ Winston 
R. XO, 67th Medical Group Vietnam x x 
BERMAN, COL Harry 
Louls 21 EVAC Hospital Korea x 
BERNSTEIN, BG Robert End of Tour Report Vietnam. 4 buoks) 
August 1970 - May 1972 1 Sook transcript) 
BETHEA, COL James A. Health and Sanitary Conditions 
Japan 1946 
BEZREH, LTC Anthony A. Surgeon Vietnam x 
BRINKLEY, COL Hubert Surgeon X Corps Korea 
BIRMINGHAM, CW 2 Medical EVAC - 3d Battalion 
Dempsey T, Vietnam x x 
BIZER, James E. MSC, Medical EVAC 57th 
Vietnam x 
BLACKWELL, LTC Travis 17th Fleld Hospital 
I. An Khe, RV x x 
BLACKETT Doctor Neurosurgery - 85th EVAC 
_ Hospital Vietnam x 
BLAKESLEE, COL.Lyman 15th Medical Battal lon 
Vietnam & 
BLISS, MG, Raymond Medical Corps x 
BLOOD PROGRAM Blood In Southeast Asia x 
BLOOMQUIST, LTC Paul 
A. ' i $7th Medical Detachment x 
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BLUBAUGH LTC Edward 
BLUMBERG, MG Joe M. 
BLUM, ROBERT 
BOGART, LTC John 


BONNABEAU, MAJ R.C. 
BOONE, LTC Stephen 
BORTH, MAJ. Al 
BOST, CAPT William G. 
BOWEN, SGM William J. 
BOWLER, MAJ. Joseph L. 
BOYD, MAJ. Raymond D. 
BOYER, LTC Carl W. 
BOYSON, LTC Alexander 
BRADLEY, COL Ruby 
BRADSHAW, MSG Donald E. 
BRADY, MAJ Joseph T. 
BRADY, MSG Martin 
BRODY, MAJ Patrick 
Henry 


BUE, Siguard 


-BURKHALTER 


POSITION 


Dental Surgeon 


5th Special Forces Group 


Surgeon - 59th EVAC Hospital 
7th Special Forces Group 
283rd Medical EVAC 


Medic 
30th Medical Group 
7th Special Forces Group 


57th & 54th Medical EVAC 


85th EVAC Hospital 


SUBJECT 


Special Forces - RVN 
Visit Alaska, Japan, Hawal! 
Neurosurgery Vietnam 1966-1967 


Vietnam October 1965 - 
July 1966 


Vietnam February 1966 
Vietnam 

Special Forces Medical 
Special Forces Medical Team 
Medical Evacuation Vietnam 


36th EVAC Hospital 
Korean Medical 

ANC In Korea 
Special Forces 
Korea 

Vietnam 


Vietnam 
Special Forces Medical 
Detachment 


x x& x x 
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BURRIS, LTC Carshal 


op vr. 


BUTLER, Jesse 
BYERS, LTG Clovis 
BYRNE, LTC Robert 


CAESAR, SFC Henry 
CAMPBELL, Paul 
CAMPBELL, COL Robert P. 
CAPOZZ1, LTC Henry P. 
CAREY, Michael 
CARLSON, CPT John M. 


CARMONA, SSG Phillip A. 


CARTER, LTC Woodus 
CASEY, MAJ Thomas 
CASTLEBURY, COL M.W. 


CATALDO, LTC Joseph R. 
CAYLOR, COL Jeannie L. 
CHAPMAN, COL Ralph R. 
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10th Special Forces 
Group 


Battallon Surgeons Assistant 
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SUBJECT 
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Briefing: given to g}) AMEDS 
offi cers signed 4th Infantry 
Medical Support Vietnam 
Medical Support Korea 


- Fleld Hospitals Korea 


dy \sorery Editorial Board 
a 2 MSC 1965 Taped Interview 


Medic Special Forces Vietnam 


Vietnam? 
82nd Airborne "Dust Off" 
Monograph Vietnam 


Unearth! Remains 
1974 < 1995 


World War I] 

Medical EVAC Dominican Repub! Ic 
Veterinary Corps "Militar 

Dog Program ” 


Prisoner of War escapees 
ANC - Graduate Nurses Vietnam 
Korea 
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CHEATAM, COL Joseph L. 
CHURCHILL, CPT Charles 
CILLO, LTC Joseph P. 


' CLARK, CW2 Ronald 


COATES, COL. and 
Warren, Col. 


COLBERT, BI11 N. 
COLLINS, 8G Glen J. 
COLVIN, MAJ John D.III 
CONTE, LTC Nicholas F. 
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SUBJECT 


Dentistry Vietnam 


Vietnam 
Problems Helicopter 
Pliots ; 


Training Ground Forces 


Aviation Filght Detachment 


Supply Support Vietnam 
"Dust Off" In Vietnam 


End of Tour Report - Vietnam 
Conference 


Army Nurse 
February 3, 1975 


Re 


ETO-AEB Meeting - 9 December 1971 


Preventive Medicine Off! ss 
Conference (September 1968 
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CONMEY, COL. Joseph B. 
COOCH, COL Joseph WwW. 
CONSELMAN, LTC Charles 


CONTE, Nicholas F. 


COONEY, MG James P. 
COOVER, LTC Dora M. 
COPELAND, MAJ Kelth 


283rd Medical 
Detachment 


Former Consultant Surgeon 


U.S.A. 


World War’ Il and Korea 
Korea 


"Dust off" Operation 


Vietnam 


Radiology World War II and Korea 


ANC Vietnam 
498th Medical Company 
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NAME POSITION 


COPELAND, LTC Francis Aviation Staff Officer 
A. 67th Medical 


CAMP, COL Frank 

COPPEDGE, Richard L. 

CORN, MAJ. Poe R. 

COTTINGHAM, LTC 
Andrew 


4th Medical Battal lon 


COULTER, tTG John B. 
CRUSE, MAJ Wil} 1am P. 


CRESSLER, COL John 
CRIMEN, COL John C. i 
CROSBY, COL Leonard A. 


CZAJA, COL Rudolph P. 
DAINE, MAJ Robert H. 
DAMMIN, Doctor 
DARLING, COL James 52nd Medical Battalion 
DAVENPORT, COL. James ra 
DAYOUB, LTC Michael B. 


2nd Surgical Hospital 


” DEADERICK, CPT Robert 


DEMPSEY, COL Richard W. 
DEMPSEY CPT, Thomas 


147 


eo 


SUBJECT 


"Dust Off 
Blood Banking 


Vietnam 


Fleld Emergency Surgical 
Team 


* Korea 


‘Dental Corps ~- Special 
Forces Vietnam 


9th Corps Korea 
Korea Medical Statistics 


World War II and Alr EVAC 
Korea 
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Special Forces Dental 
Vietnam 

"Dust Off" Operations 
Vietnam 

Vietnam 
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DENIT, MG Guy 

DIANE MAJ Robert H. 
DICKINSON, MSG Larry 
DIEVENDORER, CPT Lynn 


DILLINDER, MSG Troy 
DIXON, COL George 
DOBSON, MAJ Richard S. 
DOVELL, Chauncey E. 
DRAKE, CPT. Robert E. 


OROVIN, SFC Ralph C. 
DRYDEN, LTC David D. 
DWYER, MAJ Michael J. 


DUNNINGTON, MAJ. 
Glem W. - 


EBERLE, MG George L. 
EISEN, COL Bruno 


ELMORE, LTC Herbert 

ELLINGSON, LTC. Mayo K. 

ELLIOT, Robert E. 
149 eRsKINe, MAU John M. 
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Special Forces Medical 
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World War I and World War II 


Dog Lab 
Flight Aviation Europe 


Vietnam 
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Korea 

Medical Evacuation Vietnam 
Special Forces Korea 


MTT Counter insurgenc 
Thal land ¥ 
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FAULKENBERRY, CPT. 
Claude A. 

FECHNER, MAJ Robert 

FERGUSON, LTC James 

FERENBAUGH, LTG C.B. 

FAGELBERG, Nepthune 


FICKLING, SFC James E. 
FISHER, G.W, 

FOY, LTC Gerald WwW. 
ERT COL Charles 


FRENCH, Lyle 
FUGITT, COL Elmer Ww. 
FULLER, CPT Gary 


FURBISH, Bruce 
GADDIS, COL H.D. 


GANS, LTC Harry 
GARIS, LTC Kenneth 


GATES, SGT WI} 11am 
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GAY, LTC James 
GEIGER, COL James P. 
GI86S, F.H. 

GIBSON, LTC James De 
GINZBERG, E11 
GERONE, LTC Gerard M, 
GLATTLY, 8G Harold Ww. 
GOODMAN MAJ Davis C. 
GOODSPEED, Paul A. 
GOTT, LTC. William E. 


GRAY, MAJ Sarbara 
GILCHRIST, Priscilla 
TH, CPT 

Clarence W. 
GREENE, SFG Thomas 


Stanley. 
GRIFFIN, COL Herschel 
GROSSMAN, COL Henry 
GRUBER, COL Charles G. 


1b. 


Special Forces Doctor 
Surgical Consultant 


8th Fleld Hospital 


447th Medical Detachment 


CO, 558th Medical 
Clearl ng Co. 


AMSC - Physical Therapy 


AMSC - Physical Therapy 
Consultant 


First Sergeant - Special 
Forces Medic 


43rd Group 
Division Surgeon 
Doctor 8076th M.A.S.H. 


Vietnam 


End of Tour Report Vietnam 


Management. Techniques 
World War II and Korea 


Army Medical Oetachments 


Korea 1954 
"Dust Off" Program 


Preventive Medicine 


Korea 
Korea 
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HALL, COL Anthony P. 


HALL, COL Robert M 
HAMILTON Richard D. 
HAMLIN, MAJ Elvin R. 


HAMMETT John 


HAMMES, SSG Terry A. 
HAMRICK, Wililam A, 
HARDY SP-4 Albert 
HARDY, MSG Fred 


HARTFORD, MG Thomas J. 
HARKER, Mr. & Mrs. 


HAWLEY, MG Paul R. 
HAYS, LTC Anna M. 
HAYS, BG Silas B. 
HAGE, COL 

HELY, LTC Joseph WwW. 


HENDERSON, LTC. 
Robert L. 
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POSITION 


Chal rman 
Professional Service 
6th Convalescent Center 


2d Division - Division Surgeon 


Special Forces Medicine 
5th Special Forces Group 


447th Medical Detachment 
Personnel Officer 


Special Forces Medic 
"White Star Tralning Team" 


Prisoner of War Parents 
"Operat lon Homecoming" 


Chief Surgeon ETOUSA 
ANC - Nurse 


SUBJECT 


Neurosurgery Vietnam 


Vietnam 


Aviation Korea 
Photos) 


Vietnam 
Korea 
Drug Treatment Army 


Laos 


Medicine World War I! 
and Korea 


Korea 


Medical Replacements Training 


Medical Aviation Corps 
Special Forces Medical 
Vietnam 
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x x wx KR KR 


NAME POSITION SUBJECT TAPE vi RIPT 


HERBERT, SSG Scott S. 5th Special Forces Vietnam x x 
HERITAGE, COL Wade Surgeon, 24th Infantry Division x x 
HETZLER, SFC Walter Special Forces Medical Team 
Vietnam x 
HEIGER, LTC Pathology Consultant - RVN 
CUSA) End of Report x 
HIGGENBOTHAM, Prof. American Revolution x 
HETZLER, Walter M. Special Forces Medical Team 
Vietnam x 
HITZELBERDER, LTC Medical Records Collection | (Photo Archives) 
HOBSON, LTC Robert W. eros Surgeon, 3rd Special 
Forces Vietnam 
HOCKMEYER, Wayne T. Entomologist Special Forces Vietnam x x 
HODOS, WIlllam Research and Re-development Reports S.E.Asian 
‘ Command 30 October - 29 November 1965 
HOAN, LTC, Warren K. Hell er Aviation Arbulance 
: - "Dust Off" Vietnam x 
HOLMBERG, SSG Peter A. Special Forces Medic Pletku Mike Force 
Vietnam x 
sa ott al MSG Special Forces Medic White Star Operat ion 
Michael Laos x 
HOLTWICK, LTC Philip llth EVAC Hospital Korea 
HOOKER, COL Claude 60th Medical Depot Korea 
HORAN, COL x 
HOSLEY, MAJ Orson 283rd Medical Detachment "Dust Off" Operation 
187 J., ur. Vietnam 
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85th Evacuation Hospital x 
a Post gt - vay 
Forge General Hosp! 
Phoenixville, PA at 1979 x 
HUBER, COL Tyron E. 155th EVAC Hospital Korea x 
HOYT, MAJ Max E. Medical Records and Reports 
ivision Vietnam x 
HUBBARD, MSG Hugh R. Special Forces Medic - MAAG Vietnam x x 
HULA, CPT Roger P. "Dust Off’ Operation Vietnam x 
HUGGINS, LTC Lewis H. 25th Division Surgeon Korea x 
HUME, COL Wayne S. Surgeon - Ist Cavalry 
Division Korea x 
HUNT, COL Albert B. Persomel Officer , 
Eighth Army x 
INSTVAN, MAJ Dorothy ANC Chief Nurse 6th Convalescent Center x 
IODICE, CPT Michael Commanding Officer, 25th 
Medical Battal lon CAfter ple 
JACKSON, Fred First Naval Neurosurgeon on 
USHS Sanctuary Vietnam x 
JACKSON, MSG James x 
JACKSON, LTC Raymond A. 82nd Airborne "Dust Off" x x 


JANKE, COL Edward J. Thoracic Surgeon 8055th M.A.S.H. Korea x 
(Magazine Articles) 


JANOWITZ, Morris x 
JENSEN, SSG Ernest A. Medic - 7th Special 
Forces Group Special Forces Vietnam x x 
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VETLAND, COL Robert 


JONES, MAJ John P. 
JONES, MAU Lewls 


JUEL, COL Roger 


JUMP, LTC Katherine R, 
JUNI, Robert P. 
KAPLAN, LTC Clarence 


KELLY, MAJ Edward F. 
KENT, LTC Alfred H. 
KERRINGAN, COL Robert 
KERWIN, LTC Bernard 
KESSINGER, MSG BI1ly 


KINNEY, Charles 


KNISELY, CPT Benjamin 


KNOWLES, COL William R. 
L 


KOONS, LTC Crandall I. 


2nd Surgical Hospital 


ANC - Army Nurse 
Civillan Veterinary 


Sal eyrey lan Assistant 
X Corps 


Surgeon - 15th Medical 
Battal lon 


Sur 
I Fleld Force 


AC of S, Plans and 
Operations 


5th Special Forces Group 


Haeintd V3 SS ag 32nd 
wah Me Hedicnt “brigade 


Plans & Operations Officer 
gade 


4uth Medical Bri 


‘ SUBJECT 


‘ 


Swedish EVAC Ba alla 
Pusan - Kore. 


Vietnam 


er Evacuat lon 
tA f" Vietnam 


Traini of Special 
Forces Ics 


Korea and Vietnam 
Vietnam 


Korea 


Vietnam 


Vietnam 
Supplying Hospitals 
Vietnam 


Vietnam 


Vietnam 


121st EVAC Hospital Korea 


KOWALSKY, Matthew 


KRAWCZYK, LTC Joseph R. 


LAILL, LTC Eugene 
LA MANCHE, COL Phi} Ip 
LANDER, MAJ Robert J. 
LANG, CPT Aubrey 
LARSON, LTC Harold R. 


LAVAULT, Paul A. 
LAWHORN, MSG David 
LEBOURDAIS, COL W.R. 


LENIO, LTC Paul T,. 


LEROY, SFC James A. 
LETGERS, COL Lewellyn 
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POSITION 


Deputy MSO, Elghth Army 
Headquarters 


Senior Advisor, 4th Area 
LOR ISAS Command, Team 10 


Surgeon 
Medic 


Commanding Officer 
67th Medical Group’ 


Command | be Officer 
27th Surgical Hospital 


Medic 


Prevent Ive 
Medical Officer, 


BEST COPY AVAILABLE 


SUBJECT : 


Korean Train Hospitals 
Press Briefing 1973 by 


‘ May" son, and 
Ma} Floyd Kuschner at VFGH 


Special Forces Vietnam 
Mobile Riverine Force - 9th 
Infantry Division - Vietnam 
gPt teven H. Beloff 

t. John M. Carlson 
Cpt. Allan D. Visnick 


Aeromedical Evacuation 
"Dust Off" Vietnam 


Korea 


Vietnam 


Aeromedical Evacuatlon— 
Vietnam 


Sil Medical Cat echnarit 
Vietnam 


World War II and Korea 
Special Forces Vietnam 


DaNang, Vietnam 


Vietnam 
Special Forces Vietnam 


Center for Special Warfare 
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x x 

x 

x 

x 

x x 
x 
x 

x x 
x 

x x 
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LEVESQUE, COL Paul 
LEVINE, LTC Monroe I. 


LEWIS, MSG Paul B. 
LINDHAHL, James 6. 


LIPSIUS, Steven, MD 
LIDDEL-HART, Baise! H. 
LLEWELLYN, LTC Craig 
LOMBARD, MAJ James E. 


LOWE, LTC John W. 


MADRANO, LTC Joseph P. 
MADISON, SGM E.G. 
MANSON, COL Richard 
MARSHALL, MAJ Stanley 


MAXWELL, Ist SGT Pat 
MSCALL, COL Howard 

McCHESNEY, Thomas C. 
McCLURE, COL Claude 


McCORMICK, MSG 
Clarence WwW. 


Su 
Elor th Army Headquarters 


Commanding Officer 
3rd Surgical Hospital 
Medic 


omen Office-, 
6th Convalescent Center 


Sage] Officer, 
15th Medical Battal lon 


Alr Ambulance Operator 


Medic 
Dental Surgeon - USARV 


Surgeon 
Medic 


Korea 


V'etnam 
Special Forces Vieunam 


Vietnam 


Special Forces 


Seromedicat Evacuat fon 
Vietnam 


Special Forces 


Vietnam 


Special Forces 
Laos and Vietnam 
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McCRAY, SGT John 
McGUIRE, CPT John M. 
McKENZIE, LTC Vernon 
McKEON, SFC William E. 
McNANEY, LTC Joseph 


McNINCH, Dr. 


McPHERSON, CPT 
Darrel 


McWILLIAMS, LTC 
Robert 


MADISON, SGM Elzie G. 


MAESER, Arthur 
MARKS, COL 
MAZAT, CPT Bruce A. 


MEIROWSKY, Arnold, Dr. 
MERONEY, COL W111 1am 
MIKOS, MAJ Joseph W. 


MILLER, COL Robert E. 
MINTZER, CPT, Barry R. 
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POSITION 
Medic 


Medic 


Commanding Officer 
15th Medical Battalion 


Preventive Medical Officer 


Supply Officer 
Managed OCSP 
Commanding Officer, 


cata Medical Detachment 
MACV) 


secretary of Staff 
Elghth Army 


44th Medical Brigade 


Executive Officer 
6th Convalescent Center 


SUBJECT 


Special Forces 

Ist M.A.S.H. In Korea 
Korea 

Special Forces Vietnam 


Korea 
27th Military History 
Detachment 


57th Medical Detachment 


Special Forces Medical 
Training 


World War II and Korea 


Neurosurgery Vietnam 
llth EVAC Hospital 
Korea 


Korea 
Vietnam 
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(notes =x) 


MITCHELL, SSG J.B. 
MODICA, CPT. Steven F. 


aa ie COL Will tam 


ar eit SFC Dennis 


MOORE, MAJ Doug 


MONTGOMERY, SFC Edward 
MOORE, LTC Lynn B. 
MOORE, COL, WILLIAM S. 


MORGAN, LTC Loren 
Richard 


MORGAN, COL Richard B. 
MULLINS, COL WIlllam S. 
MURPHREE, COL Harold 


MURPHY, GEN 
MURPHY, COL Patricia 
NEEL, GEN. Faul A. 


NEEL, 8G Spurgeon H. 


1¢:) 


Assistant 0. rector 
Pubilc Health 


Medic 


Medic 
Medical Supply Officer 


VC = VO USARV Surgeons Office 


Historian 
Commanding Officer 


85th Evacuation Hospital 


ANC - Chief Nurse USARV 


General Walkers' Si 1 
Officer sa 


Commanding General, 
44th Medical Brigade 
Surgeon, U.S. Army 


CMITHAP) Vietnam 
srromad teat Evacuat lon 
Vietnam 

Vietnam 


Special Forces Vietnam 


Aeromedical Evacuat lon 
Vietnam 


Special Forces 

Korea 

Aeromedical Evacuation 
Korea 


Plastic and Maxillo Facial 


Surgery Vietnam 


Korean War 


Vietnam 


End of Tour Report 


Korea 


Vietnam 


447th Medical Detachment 


TRANSCRIPT 
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NEUMAN, COL Frank A. 


NAVARRE, DR., V.u. 
NEWCOMBE, MSG Dudley 
NICHOLS, MAJ Alfred G. 


NIEMAN, COL Watson E. 

NIX, CPT, Willlam E. 

NOSE les CW-4 Michael 

NOWOSIWSKY, MAJ 
Taros 

NYBRO, LTC Robert 

O'CONNER, COL James 


OGNIEBENE, LTC Andre 
OLLIPHANT, CPT Webb,Jdr. 


O'SHAUGHNESSEY, COL 
Edward 
OSTEEN, BG. Wilson M., 


OTT, Bruce S. 
OTT, COL Harold G. 
QUZTS, James W. 


ey 


Command! 
$063rd MA. 


Officer, 


S.H. 
Surgeon 
Medic 
Commanding Officer 
8063rd MARSH” 


Preventive Medicine 
Consultant 


15th Medical Battallon 
Medical Consultant - ARVN 


Executive Officer, D Cc. 
25th Infantry Diviston 


Commanding Officer, 
43rd Medical Group 


1st MACV Veterinarian 
FECOM, Dental Surgeon 
326th Medical Battal lon 


Korea 

Korea 

Special Forces Vietnam 
Aeromedical Evacuation 
Vietnam 

Korea 


poe Attack - 6th 
Convalescent Center 


deine al Evacuat lon 
Vietnam 


Vietnam 


Korea 


Vietnam 


Vietnam 


omy Veterinary Servic’: 
Vietnam 


Vietnam 
Korea 
Aeromedical Evacuat lon 
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x 
(Brief s 


of attack 
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(2 


x 


x uM MR x 


OVERHOLT, COL Edwin 


PAGE, MSG Clarence R. 
PARIDIS, MSG Joseph 


PARKINSON, S-3 Ralph 
W., Jr tr. 


PARSONS, MAJ Ray E. 


PATTERSON, COL John C. 
PAULSRUD, MAJ David 
PEACOCK, CPT Clayton 
HOMARD COL Richard 
PEAKE, BEN F. 
PEMBERTON, LTC 

Samuel A. 
PENDLYSHAK 

Charles A. 
PETERSON, SSG, Brian R. 
PETRINI, COL Bruno 
Bette? SSG, James 


PHILLIPS, LTC Ron L. 
Lie 


Medic 
Medic 


Surgeon 
Ist Special Forces Surgeon 
5th Special Forces Group 


Charge of ly Ott icer : 
r rements 
a erat b ranch 


Executive Officer - 6th 
Convalescent Center 


Medic 
24th & = cal Battalion 


Medic 
Commanding Officer 
61st Medical Battal ton 


Task Force Smith at 
» Korea 


Special Forces Vietnam 


Special Forces Vietnam 


44uth Medical Brigade 
Vietnam 
FEST - Special Forces 
Vietnam 


World War II and Korea 
Laos 


ae Surgery 
Korea 


New York - Korea 


Vietnam 


Plans rel and rations 
war we acnid 


World 
Special Forces Vietnam 
Korea 


Special Forces Vietnam 


‘Vietnam 
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Col ary) 
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NAME POSITION 


PILLSBURY COL Robert De 
D. 44th Medical Brigade 


PIXLEY, COL Charles C. Commanding Officer, 


68th Medical Group 
PARKER COL, MOORELAND 
GREKER COL 
POLLACK, COL Jack P. Dental Su 


rgeon 
4uth Medical Brigade 
POLLARD, SGT Dennis J. Medic 


POTTER, CPT Joseph C. ANC - Sentor Medic - 
Team A-434 


PRESTON, LTC Edward J. 


Preventive Medicine 
ROOGERS, LTC 
CATALDO, MAJ 


WILLIAMS, CAPT 
BLOHN, Lfc 

Preventive Medicine Side 8B 
TOCKARD ‘ 

eAINs COL. 

MARSHALL, LTC 

PURVIS,M.0. John T. 
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puty Commanding Officer 


SUBJECT TAPE 


Vietnam x 

Vietnam x 
x 

Vietnam 

Special Forces Vietnam x 

Vietnam x 


Aeromedical Evacuation 
57th Medical Detachment 
Vietnam x 


OPERATION HOMECOMING 
Fri 


r ) e 
Forge General Hospitat x 


Australian Forces 
Preventive Medicine Units 
Envirormental Sanitation 
Entamolog 

Venereal Disease 


Cea, 


Chlef Neurological Surgery 
Clarke Air Force Base 
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QUINN, COL Gene 
QUINN, LTG Will lam W. 
RADEBAUGH, CPT Kenneth 


RAND, LTC Richard S. 
RANSOME, LTC James W. 


RATTAN, COL Volney 


REED, MAJ John F. 
RETZLAFF, LTC Donald 


RHOADS, CPT Allen 


RICH, COL Norman 


RICHARDS, LTC Herman 


RICHARDSON, Ell lot 


i i » CW2 Carrol} 
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POSITION 


Aeromedical Evacuation 


Division Sur 
lst Air Cavalry 


Chief, Maintenance 
Division 


Special Forces Doctor 


Conmandiny Officer 


Reqular Medical eompans 
32nd infantry | Divis 4 
7th Division 


Secretary of Defense 


SUBJECT 


Post War TOSE Revision 
17th Division Korea 


Vietnam 
Medical Supply System Vietnam 


Vietnam 


Yokohama Depo 
Japan unzll mr552 


teat bene, 


Pacific 19 


Vietnan 


ugath Medic a saclay 
cal Compan 
"Dust Off" vi letnam 4 


Aeromedical Evacuation 
Vietnam 


Stock Control 


Yokohama Medical Depot 
Before outbreak In Korea 


Korea 1950-51 


Visits Vietnam P.O.W.S 
VFGH 16 March 1973 


Aeromed! cal Evacuat Ion 
"Dust Off" Vietnam 
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TRANSCRIPT 


ROBINSON, MG Paul 
Irwin 

ROBINSON, COL Henry A. 

ROGERS, Harry 

ROPER, MG Harry 

ROSE, LTC Jerry 


RODRIGUEZ, COL. 
ROSS, Richard H. 


RUBIO, MSG Gilbert 
Jr. 


SANDSTROM, COL D.E. 
SCALES, COL Peter 
SCANLON, John E. 


SCHWICHTENBERG, GEN 
SCHWARTZ, CPT. Allen 


SCHOFIELD, MG John 
SCULLEY, CW2 Robert 
SEEGER, LTC George H. 


POSITION 


Surgeon Special Forces 
Group 


Art!llery Commander 
7th Division 


aerate 
25th Division 1951 
Medic 


Surgeon lst Cavalry Division 


USAF 


Medic 


Storage Officer, Oth 
Medical Depot 


SUBJECT 


Personnel Division 
Surgeon General 1950-51 
Vietnam 

Last neurosurgeon to 
leave Vietnam 

Korea 

Aeromedical Evacuation 
Vietnam 


RVN Experlences 


Special Forces Vietnam 


5th Diviston Korea 
Korea 

Mo Ito Repel lant 
Thal land a 
Assoclation with 
General Bliss 


Aeromedical Evacuation 
Vietnam 


Han Nglla 

Special Forces Vietnam 
Pusan 1951-1953 

Korea 
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SHAFER, COL James A. 
SHALL, LTC Anthony B. 
SHAMBORA, GEN. 
SHARP, SGO John C. 
SHEEDY, COL John 
SHELLY, HENRY F., III 
SIEDOR, CPT. 
Christopher 
SIMMONS, MAJ Armand C. 


SKEMP, DR. Samuel J. 
SKY, COL Valentine B. 


SMITH, MAJ Balsel D. 


SMITH, MG Charles B. 
SMITH, LTC Joseph J. 


SMITH, MSG Nelson R. 
SMITH, COL. M.M. 


SNYDER, GEN. 


loi 


POSITION 


Chief, Professional Services 
6th Convalescent Center 


Hemorr Ic Fever Expert 
Bo 7Bth MOAS 


Medic 


Special Forces Doctor 


Commanding Officer, 20th 
Preventive Medicine Unit 
Medic 


SUBJECT 


5th Convalescent Center 
Vietnam 


Vietnam 


Psychological Classifications 
(1940) 


S ly Yokohama Medical Depot 
1987 


all through Korea 


Korea 
Special Forces Vietnam 


Aeromedical Evacuat lon 
Vietnam 


Aeromedical Evacuation 
Vietnam 


Laos 


Early History Special 
Forces Vietnam 


Aeromedical Evacuat lon 
Vietnam 


Tour In Korea 


Vietnam 
Special Forces Vietnam 


ANC - End of Tour Report 
Vietnam 


Taped Speech 
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1&2 


SNYDER, LTC Ernest 


SNYDER, COL Otis W. 


SPENCER, LTC. Lloyd E. 


SPRUIELL, MAJ Jerry 
STACEY, LTC Richard 


STANEK, LTC Robert C. 


STEENKEN, CPT Wehland 
STEINBERG, CPT Arthur 
STOCK, Willian E. 

STONE, COL William S. 


STRACENER, Edward 
AT OER LTC Lorenzo 


STRALEY, LTC Rose 


1&3 


POSITION 


Executive Officer - 67th 
Medical Group 


Commanding Officer - pen 
Hospital ree Camp Sakal 


Assistant Chief, Supply and 
Fiscal Surgeons’ Of fice 


Command t Officer - 22nd 
Surgical spital = 24th 
EVAC Hospita 


Operations Officer - Special 
Forces - 5th Group 


Executive to 60th Medical 
Depot 


Command | Officer - 4th 
Division Surgeon and 4th 
Medical Battal lon 


Cammanding Officer 
3rd surgical Hospital 


ANC - Chief Nurse, 
44th Medical Brigade 


SUBJECT 


Vietnam 


Korea 

Aeromedical Evacuation 

5th Medical Detachment. 
Trang, Vietnam 

Aeromedical Evacuat ton 

Vietnam 


Korea 

Vietnam 

Medical Area at 
Bien Hoa, Vietnam 
Vietnam 

Pusan, Korea 1951 


Medical Fleld Research 
Team Korea 


Vietnam 


Vietnam 


Vietnam 
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NAME POSITION SUBJECT TAPE TRANSCRIPT 
STREET, GEN. Paul H. Medica: Operations 
World War II and Korea x 
STREVEY, LTC Tracey E. MUST Hospitals 
Vietnam x 
STYER, COL Donald J. Dental Surgeon zoeacteee 
7th Division x 
Plastic Surgery Meeting 
July 1973 x 
SYLVESTER, MAJ E.J. Aeromedical Evacuation 
Vietnam x x 
Surgery In Vietnam 
SWANSON, Clifford A. Administrat lon Creation of MSC Corps x 
TAN TRON, Nguyen x 
TANNAHILL, LTC Chris L. Aeromedical Evacuation 
Vietnam x 
TANOUS, COL Peter X Corps Quartermaster 
Section x 
TESCHAN, COL Paul E. 11th EVAC Hospital 
Korea 1952-53 x 
TEMPERILLI, LTC John Aeromedical Evacuat lon 
Vietnam x x 
THOMPSON, COL. Helmer Commanding Officer, JFK 
Ww. Special Warfare Center, Fort Bragg x x 
THOMPSON, COL Willard Directorate of Plans, Supply 
and Operations Vietnam x 
THOMPSON, SFC See Kuschner tape (?) 
THOMPSON, COL Calvin W. Max! llofacial Trauma 
1 <m Vietnam x ; 
m 126 
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TIERNEY, M.A. 
TSAKNIS, LTC Peter 


TSOULAS, MAJ 
Demetrios G. 


TIMMERMAN, COL 
Frederick W. 


i AL SMa SSG David 


TODICE, CPT. Michael 
TRUCSKOWSKI, LTC.A.u. 


TUELL, CPT. Henry O. 
TYNES, MG Achilles E. 


VAN BRENT, MG Rinaldo 


VAN BUSKIRK, Kryder 


VANCE, CPT. Joe 


STRIPLING, CPT Vernon 


VILA-BALZAC, LTC 
Alberto 
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POSITION 


Surgeon - 5th 
Special Forces 


Medic 


Cammanding Officer 
58th Medical Battalion 


Chief of Staff 
Corps under Gen. 
Mulburn 


Urologist, 155th 
Statlon Hospital 


Medical Officer, 476th 
Medical Detachment (MI lphap) 


Medical Officer, 476th 
Medical Detachment (MI I phap) 


Commanding Officer, 17th 
Fleld Hospital - 
Sappers Attack 


SUBJECT 


Vietnam 
Special Forces Vietnam 


Vietnam 


Guth Medical Brigade 
Long Bin, Vietnam 


Special Forces Vietnam 
Operation Yellowstone 


Vietnam 


Aeromedical Evacuat ton 
Vietnam 


Hospital Construction 
Vietnam 


Yokohama 
Japan 


Vietnam 
Vietnam 


Various Med! 4 Prob! ems 
Vietnam - 19 


Vietnam 
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x x 
x x 
x x 
x x 
x 
x ¢ 
x 
x 
x x 
x x 
x x 


VISNICK, Allen 
i LTC James 
VOORHEES, Tracey S. 
WAGONER, MAJ D.E. 
WAITE, COL Merton T. 
WAKEFIELD, CPT WIlliam 
WALDEN, LTC. 

WALKER, Herman A. 


WALKER, Jimmy 
WALLACE, MAJ Norman 


WALSH, Ralph J. 
WARD, COL Chester 
WARNER, MAJ Lyle 


WEATHERALL, COL. 
Richard f. 


lsu 


POSITION 


Medic 


MSC Officer - Mobile 
Riverine Forces 


Commanding Officer, 934th 
Medical Detachment 


Organization Legal Division, 
Surgeon Generals Office 


Chief of Surge 
$209th M.A.ScH.” 


Senior Medical Advisor 
I Corps 


Morale Support Officer 
5th Special Forces Group 


Executive Officer 
44th Medical Brigade 


SUBJECT 


Special Forces Vietnam 


Vietnam 


ChosiIn Resevoir 
Korea 


Aeromedical Evacuation 
Vietnam 

Training Ground 

Forces 


25th Medical Battal lon 
Korea - 1950 


Vietnam -1969 

End of Tour Reports 

DisabI lity Discharge or 
Retirement - CIDG Personnel 
Vietnam 

Nha Tr: 

Viethen 


Vietnam 
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WARE, COL Marvin 


WEBB, MSG. Richard 
WEBB, COL Charles R 
WEED, CPT Roger 


WEIDENKIPF, COL. 
Stanley 


POSITION 


Medic 


Medical Supply Officer 


VARIOUS OFFICERS ON SERVICE IN VIETNAM: 
Officer 


WELSH, LTC Philip 


i saan , LTC. Tracey 


PEMBERTON, LTC 
amuel H, 
RAND, LTC Richard 


WHEATLEY, LTC. 
Kenneth K. 


S. 


WHITENER, MSG James 


WIER, MG James A. 


WILKINSON, LTC 
Clarence H. 


WILLIAMS, COL. Glen 


ld CPT. James 
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rd Surgical Hospital 
xecutive Off 
6th Convalescent Center 
Executive Off 


32nd Medical 


Medic 


USARV Surgeon 
Ing Officer 


Medical Brig 


Medic 


icer 


Icer 
Depot 


ade 


SUBJECT 


{ 


Etghth Army Medical 
Sext lon Korea 


Special Forces Vietnam 


Special Forces Vietnam 


Planning of Invasion of 
Inchon ical Supply 
X Corps 


Pletku 
Vietnam 


Dong Tam 


STRAF Troop BasIs for 
Southeast Asia and 
Laotian Crisis with NSC 


Special Forces Vietian 


Vietnam 

1/C Medical Records 
Fogociass” 

83rd Medical Dcutachment 
letnam 


Special Forces Vietnam 
Doctor Pat Smith- Kontum 
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x x 
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x 

x x 
x 

x x 

x x 


NAME POSITION SUBJECT 


WITTSE, MAJ Harry W. cereeares) Evaciuat lon 
17 Korea 
WISEARSON, COL John 2nd Infantry Division 
Ww. Chosin Resevoir Korea 
WOOD, MAJ Robert T. aoe Medical Detachment 
Aeromedical Evacuation 
Vietnam 
WOODS, MAJ WIllIam 283rd Medical Detachment 


training operat tos supply 
and maintenance 
Medical Battalion Vietnam 


WOODWARD, CPT Ronald romedical Evacuation 
agen m Medical Getachsent 


WOOLEVER, CPT Terry (ermal cay Evacuat lon 
WRIGLEY, DR. Harold K. Spectal Forces Medical 
Vietnam 


WYNGAERET, SGM Jullus Medic 
Special Forces Laos and Vietnam 


YOUROUS, CW2 Michael Aeromedical Evacuation 
Vietnam 
ZALKAN, COL Geor Surgeon World War II 
. = Chief Surgeon -8054th M.A.S.H. Korea 
ZIMERON, COL Medical Replacements Training 
ZINDEL, Barry Special Forces Medical Role 
Vietnam 
ZOLENAS, COL Anthony UN Medical Supply Officer Korea 
GEIGER, COL ca tcal Problems In 
Fleld - Misc #1 
Lvs 
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SINGER, COL 


MISC. TAPE #2 
LEDBETTER, COL 
MURRAY, COL and 
BE, MAJ 

MISC TAPE 43 


MURRAY, COL and 
BEU, MAJ 


SINGLETARY, LTC 


CLARK, Mildred A. 
VIDEO TAPE 


MISC. TAPE #4 
MURPHY, COL 
GOWAN, COL 
THOMAS, LTC 

MISC. TAPE #5 
RAHN, MAJ 
VERDON, LTC 
SHORT, LTC 
GEIGER, COL 

MISC. TAPE #6 
LAFOLETTE, LTC 


RAHN, MAJ 


195, 


POSITION 


SUBJECT TAPE 


Surgeons Role In 
Preventive Medicine 
Misc #1 x 


Officer & Enlisted Men 
Personnel Matters x 


Practical Combat Psychiatry 


Practical Combat Psychiatry x 
Civilian Health Assistance 

Program 

"The Silent Thunder" x 
Ward 4D VCR 


Valley Forge General Hospital 


Nursing Service In RW 
Dental Service in RVN 
Problems In VD 


Prevention and Treatment of Snake Bites 
Ht pooleme 19 eee 

ca epor stem 
Surgical Problems. in the Fleld 


Medical Officer Staffing 
25th Infantry Division 
Prevention and Treatment of Snake Bites 
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TRANSCRIPT 


NAME POSITION SUBJECT TAPE TRANSCRIPT 
MISC. TAPE # 
THOMAS, LTC Problems In VD 
THOMAS, BG Closing Remarks 
197 Iss 
x 


CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Col lection 


CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


INTERVIEWEE / INTERVIEWER 


SUBJECT 


INTERVIEWS RECEIVED FROM OTHER SOURCES 


LTC Mary Bus Knight/ 
MAJ Jeanne Picarlello 


Alphild C. Norbeck/ 
MAJ Patricta Sloan, Ed,D 


Imogene Kennedy Schmidt/ 
MAJ Donna oan 


Alberta H. Knips/ 
COL Robert V. Plemonte 


Bertha L. G. Martin/ 
Col. Elleen Bonner 


LTC Mary Peigenardy 
LTC Jude Larkin 


Doris Frances Backingur/ 
COL Mary Jo Kasselman 


Ms. Nellie Osterland/ 
COL Rosemary T. McCarthy 


MAJ Ester Juanita Fatula/ 
COL Amelia J. Carson 


MAJ Margaret F. darcite igh 
COL Robert V. Plemon 


MAJ Elizabeth poe 
1LT Constance J. Moore 


COL Joyce Gillesple/ 
ILT Constance J. Moore 


MU cng rey! 
MAJ Patricl loan Ed.0 
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Experlences 
In Korean War 


Exper lence 
furse int Hawal | 1 


Army Nurse and POW 
Experiences during 
World War II 


Exper lence 
Nurse In Hawall "G1 


Experience as 
Nurse In Hawal! 1 


Nursing Experience 
In Korea 


Experlence as 
Nurse in Hawal!l '41 


Experlence as key 
Nurse In Hawall '41 


Nursing Experlence 
In MS 


Nursing Experlence 
In Korea 


Nursl Bay pil aphinnrg 
In Philippines and 
Korea 


Nursing Experlence 
In horns 


Experlence as 
Nurse In Hawall '41 


DATE 


4/12/80 


5/24/82 


4/9/83 

5/24/82 
5/23/82 
4/11/86 
5/24/82 
5/24/82 
4/13/86 
4/12/86 


4/12/86 
4/13/86 


5/24/82 
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NAME OF COMMAND 


CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


CMH Nurse Corps Col lection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


CMH Nurse Corps Col lection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


eul 


INTERVIEWEE / INTERVIEWER 


Ms. Loulme Lunt Peck/ 
COL Clara Adams-Ender 


LTC Angle Kanmerand/ 
MAJ Kathleen Srsic-Stoehr 


Mildred Dalton peeiinay 
LTC Ruth Moble 


Edith MESON Haynes/ 
MAJ Susan McMarlin 


MAJ Ida L. le/ 
COL Robert V. Plemonte 


Barbara Cul lam/ 
LTC Carol Relneck 


Or. Elsie Lea Bandman/ 
MAJ Kathleen Tracy 


CAPT Gwendolyn H. arses 
COL ae Jane McNe!1 
Ms. A Powers / 


COL fettr pry a 
COL Mary C. Quinn/ 
COL Clara L. Adams-Ender 


COL Mildred I. aided 
MAJ Cindy Gurne 


2LT Mildred ‘on Pro Protz Hawes/ 


COL Robert P 


Diary of Rheba Whittle Toblason 


Virginia Miller r Batervorth/ 
eld and 


MAJ Susan Steinf 
MAJ Wynona Bice-Stepnens 
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SUBJECT 


Nursl Experiences 
In World War II 


Nurs! Exper lence 
In Koree 

Nursing Experlences 
In Philippines '41 
Nursing Experlences 
pre-wer as POW 
during Bat. 


Nursing Expertences 
In Korea 


Nursing Experlences 
In Korea 

Nursing Experiences 
During World War II 


Nurs] Exper lences 
in Phitippines 


Nursi and FO du Experlences 


during World 


Nursing Experlences 
In sie pati: 


Nursing Expertences 
During World War II 


Nursing Experlences 
During World War II 


fogs Be Experlences 
nv 


Nursing Experlences 
During World War II 


DATE 


8/31/86 
4/12/86 


4/11/84 


4/9/83 
4/12/86 
4/12/86 
4/12/88 
3/7/84 
4/9/83 
4/13/80 
2/10/87 


5/23/82 


5/13/88 


141 


NAME OF COMMAND INTERVIEWEE / INTERVIEWER SUBJECT DATE s OF 
CMH Nurse Corps Collection COL Katherine Jump/ Nursing Experlences 4/12/86 51 
MAJ Barbara Bolt pial Ba World War II 
CMH Nurse Corps Collection oe Barbara F. Kishpaugh/ Nursing Expertences 5/13/88 96 
MAJ Wynona Bice-Stephens During World War II 
CMH Nurse Corps Collection Monographs by Jean Truckey Nursing Expertences 20 
: During World War I! 
CMH Nurse Corps Collection Olga C. Ricknell/ Nursing Experiences 4/12/86 19 
COL Robert V. Piemonte In Korea 
CMH Nurse Corps Collection LTC (RET) Oleta Nelson/ Nursing Experlences 4/12/86 38 
MAJ Cindy Gurney In Korea 
CMH Nurse Corps Collection COL Marton _C. Barbleri/ Nursing Experlences 4/12/88 4) 
MAJ Susan Steinfeld and During World War I1 
MAJ Wynona Bice-Stephens 
CMH Nurse Corps Collection Tracy S. Voorhees/ Contacts with 9/25/63 16 
sel f-Interview Medical Department 
U.S. Alr Force History CAPT.Kar! L. Poll fka,ur./ Experlences In 
Headquarters LTC Robert G. Zimmerman Vietnam and Laos 12/17/74 139 
U.S. Alr Logistics Center BG Christian F. Dreyer, USAF, Ret. Experlences with the June 1981 51 
Air Log!istics 
US Army Materiel Command Mr. Barry W. McDaniel 1989 28 
US Army Materiel Command GEN Frank S. Besson, ur. Reflections of 
GEN parc tnaed J. Chesarek Former 
LTG Geo . Sammet, ur, rs 1986 216 
GEN Dons d R Kelth 
US Army Materltel Command GEN Louls C. Wagner, Jr./ Former 7/31/89 90 
Drs. Darlus and Leventhal rs 
and Mr. Marcel Coppola 
US Army Matertel Command LTG Jerry M. Bunyard/ Former 9/14/89 35 


203 


Ors. Darlus and Leventhal 
and Mr. Marcel Coppola 
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rs 


204 


NAME OF COMMAND 


INTERVIEWEE / INTERVIEWER SUBJECT DATE NUMBER OF 
PAGES 
Army Materiel Command Bunyard, Burbules, Busse Reflections sor Senior July 1990 304 
ig asia Arndt, ¢ ements, bunetz id AMC Officia ¥ 
McDenfel, and Treusdeli? 
Dr. Darius 
Army Materiel Command Barry W. McDaniel/ Exit 7/5/84 to 
7 Dr. rt G. Darius Readiness 1/2/88 
Army Materiel Command Ronald L. Treusdel1/ Logistics Ass't. 9/13/88 
Dr. Robert G. Darius Program 
Army Materlel Conmand Sarah W. Clements/ Project 9/21/87 
Management 
Army Materltel Conmand Chief of Staff 12/12/89 


Army Matertel Command 
Army Materiel Command 
US Army VII Corps 
US Army VII Corps 
US Army VII Corps 
US Army VII Corps 
US Army VII Corps 


US Army VII Corps 


US Army VII Corps 
Zo 


MG pe uarre Ca ser any 
GEN Richard: H. Thompson 
Or. Robert G. Darius 
BG Virgil A. Richard 


LTG Ronald L. Watts/. 
Russell J. Parkinson 


MG Roger K. Bean/ 
Michael Martin 


COL Winfred Barthmus/ 
Michael Martin 


CG, US Army Materiel 3/26/87 
Deputy Chief of Staff 

for Rescurce Mgt . 3/4/91 
End of Tour 8/11/89 


VII Corps Base Comd 23/05/91 
VII Corps, G5 07/08/91 
VII Corps, SGS 25/07/91 
VII Corps,Base Reserve 


Lialston 13/08/91 


307th MI Battalion 
13/08/91 


Cdr, 204th MP Compan 
S ¥ 20/08/91 


a 
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US Army VII Corps 
US Army VII Corps 


US Army Chaplain Center and 
(Listed under "Other Agencies) 
US Army Strategic Defense Command 


¢ 


Fort Polk, Loulslanna 


Combat Studies Institute 


Cryptoanalysis with Signal 
Imelllgence Service” 


US Army Laboratory Command 


Oral History of Combat In the 
South Pacific 


INTERV IEWEE/ INTERVIEWER 


1SG Samny White 
Michael Martin 


1SG Malcom 1di 
Mrs. Yvonne Rajews 


age er pOaereh is hee Braet ot 


BG Robert L. sLenarts USASDC / 
James R. Cooper, Jr. 
00 i] Ber / 


Mr. 
COL erciner C. Parker/ 
MS. Barbara J. Stephens 


GEN Wallace H. Nutting/ 
Dr. Michael PearIman 


Dr. Abraham Sinkov/ 
received from Dr. Orez 


BGCP) Malcolm R. O'Nel11/ 
Dr. William T. Moye 


Colonel Cecil! C. Helena/ 
LTC Marshal L. Helena 


186, A Co., 
307th MI Battalion 


HHC, VII Corps 


Research Index 


End-of Tour 
FOUO 


che ee 
retary o 
the Army ie 


LIC 


Oral History 


13/08/91 
26/08/91 


12/89 


10/23/89 


5/23/90 


1/31/89 ag 


4/90 82 


NA" OF COMMAND 


U.S. Army Arwor Center and Fort Knox 
S. Army Armor Center and Fort Knox 


U.S. Army Armor Center and Fort Knox 
U.S. Army Soldier Support Center 


S. Army Materiel Command 


USA Soldier Support Center 

USAREUR, Seventh Army 

United States Army Information 
Command 


Systems 


\nited States Army Informations 
Systems Command 


United States Army Informations 
upystems Command 


INTERV IEWEE/ INTERVIEWER 


End-of-Tour Oral History Program 


BG Dennis V. Crumley 
BG Janes Taylor 


BG Paul Funk 
COL H. W. Nelll 


Mr. Ronald L. Treusdel! 


LTC Clark D. Gi lbertson/ 
Rodier F. Morris, Ph.D. 


LTC Howard W. Crawford/ 
Rodier F. Morris, Ph.D. 


MAJ Edward Thomas Tinsley & 
CPT Richard Lee HIN acd, Jr./ 
Rodier F. Morris, Ph.D. 


LTC Thomas E. Macla/ 
Rodier F. Morris, Ph.D. 


COL Rush S. Yelverton/ 
Or. Stephen E. Bower 


LTG George R. Stotser/ 
Mr. Bruce Slemon 


MG Leo M. Childs/ 
McLeod 


- Don E. 
MG Joseph D. Schott/ 
Mr. Den E. McLeod 


Mr. Don E. McLeod/ 
Ms. Elaine M. PospIshti} 
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SUBJECT DATE 
End of Tour as Asst. 
Commandant at School 6/20/80 
End of Nas gt as Asst. 
Commandant at School 6/1/90 
In-coming Commandant 10/15/89 
ere) Finance 
Schoo! 5/17/89 
Expertence with the 
Logistics Assistance 

Program 9/13/88 
Commander, JRTC 7/27/88 
Opposing Force 
Senior Observer/ 7/27/88 
Controller, JRTC 
Program Officers 7/14/88 
CTC Program 
Directorate, CATA 
Action Officer 6/15/88 
Unit Training Directorate 
End-of-Tour 6/89 
End-of-Tour 8/89 
Previous Conmander/ 

5th Signal Command 4 May 1988 
End-of-Tour 

5th Signal Corp 25 May 1988 
Exit Interview 28 Oct 1988 


ATMS, 


16 


NAME OF COMMAND 


United States Army Informations 
Systems Conmand 


United States Army Informations 
Systems Command 


US Army Armor Center and Fort Knox 
US Army Materiel Command 
US Army Materlel Command 
US Army Materlel Command 


US Army Troop Support Command 
HOQ, VII Corps 


United States Forces, Korea 
U.S. Army Soldier Support Center 
US Transportation Command 


S. Army Signal Center and 
Fort Gordon iy 


2i1 


INTERVIEWEE / INTERVIEWER 


Mr. Charles O. RI 


s/ 
Ms. Elaine M. Posp!shi1 


Ms. Susan K. Lorenz/ 
Mrs. Nancy A. Howard 


MG Thomas H. Talt 


MG Charles D. Bussey 


BG Terrence L. Arndt 


Mr. George L. Jones 


MG John E. Long 
LTG Ronald L. Watts 


GEN William J. Livsey 


COL Jeffrey ers/ 
Dr. Marilyn Reg Sd 


GEN Duane H. Cassidy/ 
Or. James K. Matthews 


Childs, MG Leo M. 


SUBJECT DATE NUMBER OF 
Exit Interview 17 Oct 1989 12 
Exit. Interview 9 Jan 1990 24 
Previous DCS 
Eee OS Army Arm 18 August 1989 
Center & Fort reese 
Exit Interview 
Dep Chief of Staff 
for Personnel 10 Apr 1989 &1 
Exit Interview 20 July 1989 24 
Dep Chief of Staff 
for Resource Mgt 
Pigg eof 
pty oles Chief ‘ 
os ee for Per 31 Aug 1987 20 
End-of-tour 
CG TROSCOM 11 Oct 1989 42 
End-of-tour 11 Aug 1989 9 
r, VII Corps 
rag United Stat 
ates 
Forces, Korea 22 March 1988 32 
Conmandart, US A 
Finance school” ~=—s«11_ June 1990 16 
USTRANSCOM 
Commander in Chief 5 Jarwary 1990 50 
1 video tape 
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OF COMMAND 


U.S. Forces, Korea 


US Army Tank-Automot Ive Command 


US Army Corps of Engineers 

US Army Training & Doctrine Canmand 
Fort Monroe, V. VAY 

US Army Armor Center & Ft Knox, KY 


US Army Information Systems Command 


INTERVIEWEE / INTERVIEWER 


Menetrey, GEN Louls C. 


hitersk, dose ana” 
Bos, Bn M. 

Johnson, Kenneth/ 
Parten, ’Dr. John W. 


Scholtes, MG Richard A./ 
Parten, Or. 


Scholtes, MG Richard A./ 
Parten, Or. John W. 


an Loben Sels 
Melichtor, LTC Rcpare 


Chaplain (COL) Gaylord Hatler/ 
Dr. Henry O. Malone, J Jr 


BG James Taylor/ 
John Cranston 


James W./ 


Mr. Leonard J. Mablus 
MG Alonzo E. Short, ur. 
Colonel Paul F. Burke 


US Army Intelligence & Security Command MG Harry E. Soyster 


~- 
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SUBJECT DATE 


alana 4 Los niet UN Command 

CG, E1GRERS US y 3 July 1990 
End-of-tour Oral 2 August 1989 
History Program 


Creation ieee US jal 8 July 1988 
cpanetevoniee 

SIF IED/NOFORN 
Creation of US lal 12 July 1989 
operations Crd cra Con 
Professional Development 7 Sep 88 
Erasentecton 


Chief of Staff, TRADOC 25 Feb 1991 


Oral ery le on DESERT 14 Jun 91 
SHIELD/DESERT S TORM 


End-of-tour as Asst 1 Jun 90 
Saree US Army Armor 
Exit Interview 
Exit Interview 
Exit Interview 
Exit Interview 
Cg. @ 
his 


NAME OF COMMAND INTERVIEWEE / INTERVIEWER SUBJECT DATE 


HISTORY OF THE CHAPLAINCY 


ANDREWS, Chaplain, Major, Joel Earl 
ARVAY, Chaplain Al, (Ret) 

BROWN, Chaplain Charles E., ur. 
CLANTON, Chaplain Charles T. (COL) 
EVANS, Chaplain John 

HESSIAN, Chaplain (MG) Patrick J. 
HUGGINS, Sgt Major Theodore G. 
HUNDLEY, Chaplain (COL) Maury Udr., 


KISSINGER, Chaplain (Major) Harry P. 


KOSS, Chaplain (LTC) Saul 

LEWIS, Chaplain (COL) Francis R. 
O'CONNOR, Chaplain (COL) William V. 
REISS, Chaplain (COL) William J. 
SAMPSON, Chaplain (MG) Francis L. 


Bond Ra Chaplain (COL) Leonard F. 
Ret! 


THORNE, Chaplain Carrol! 
HATLER, Chaplain (COL) Gaylord E. 


215 


Chaplain Rodger R. Venzke 


Chaplain CCOL) Henry F. 
Chaplain CCOL) Henry F. 


Chaplain CCOL) Henry F. 
Chaplain CCOL) Henry F. 
Chaplain CCOL) Henry F. 
Chaplain (Major) Rodger 
Chaplain (Major) Rodger 
Chaplain CCOL) Henry F. 
Chaplain (Major) Rodger 
Chaplain (Major) Rodger 
Chaplain (Major) Rodger 
Chaplain CCOL) Henry F. 
Chaplain CCOL) Henry F. 


Chaplain CCOL) Henry F, 


Or. Henry 0. Malone & Dr. Susan Canedy 


Ackerman 
Ackerman 


Ackerman 
Ackerman 
Ackerman 
R. Venzke 
R. Venzke 
Ackerman 
R. Venzke 
R. Venzke 
R. Venzke 
Ackerman 
Ackerman 


Ackerman 


1 December 1972 


9 October 1985 
9/86 - 8/89 
28 August 1985 


35 


10 February 1986 135 


30 August 1985 


-8 November 1973 


1 November 1973 
23 October 1985 
11 April 1973 
29 October 1973 
No date 

No date 

No date 


No date 
14 June 1991 


18 
88 
37 
27 
46 
72 
80 
36 
17 


23 
32 


NAME OF COMMAND 


US eee intqeeat ion Systems 

US Forces Korea/Eighth US Army 
US Forces Korea/Etghth US Army 
US Army Troop Support Command 

US Army Soldier Support Command 
US Army Soldier Support Command 
US Army Soldier Support Command 
US Army cooey intel iaence and Security 


US Army Soldier Support Center 
Fort Benjamin Harrison, Indiana 


US Army Soldier Support Center 
Fort Benjamin Harrison, Indiana 


US Army a c Defense Command 
Huntsvil) a 


Army Strategic Defense Command 
elie, 


326th Mi} a story Detachment 
Black! 1 


eid 


INTERVIEWEE/ INTERVIEWER 


SUBJECT 


INTERVIEWS RECEIVED FROM OTHER SOURCES 


COL Preston W. Holtry/ 
Mrs. Nancy A. Howard 


GEN pou = Menetrey/ 
Thomas M. Ryan 


GEN Louls C. Menetrey/ 
Thomas M. Ryan 


MG E. B eye 
Paul E. * Powel Jr. 


MG St Lephen R. ends Jr./ 
De. Stephen E Bower 


COL Frank C. asiae: Jr./ 
Dr. Stephen E. Bower 


COL Robert G. Tetu, Jr./ 
Or. Marilyn Kindred 


MG Stanley H. Hyman 


COL Richard B. Crossland/ 
COL Arthur R. nl and 
Dr. Stephen E. Bowe 

COL Robert us i ue 
Dr. Stephen E 


LTG John F. Wa mig 
Or. Ruth Currte-McDaniel 


BG John G. Jones/ 
Dr. Ruth Currle-McDaniel 


poe Robert P. Cook II/ 
self interview 
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Exit. Interview 
Start-of-Tour 
End-of-Tour 
End-of-Tour 
End-of-Tour 
End-of Tour 
End-of-Tour 
End-of-Tour 


End-of-Tour 


End-of-Tour 
End-of-Tour 


End-of-Tour 7 


ration DESERT 
IELD/DESERT STORM 


DATE 


4/26/90 
9/19/87 
6/18/90 
6/8/90 
8/31/90 
790 
6/90 
10/5/90 


3 Apr 91 
3-3 oui 91 


29 May 91 
4 May 88 
8 Nov 84 
17 Mar 91 


2:8 


20 


22 


23 


NAME OF COMMAND 


INTERVIEWEE/ INTERVIEWER 


S. Army War College 


U.S.Army Signal Corps 
U.S. Ailey Soldier Support 
r and Fort Benjamin 
ee les 
U.S. Transportation Center 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


2i9 


SUBJECT 


INTERVIEWS RECEIVED FROM OTHER SOURCES 


LTG John J. O'Connell 


LTG T.D. Rogers 


MG Maurice 0. Edmonds 


MG Fred E. Elam/ 
Carl F. Cannon, dr. 


Col. Patricia Murphy 


MG Leland Richard Bennett, 
NC, USAF 
to ARVN Surgeon 
Col. Mary McHugh 


LTC Marton L. Minter, ANC 


CPT. Alexander 

MG Marion Davis 

ie a Bus Knight/ 
Jeanne Picarlello 


Cee C. Norbeck/ 
MAJ Patricia Sloan, Ed,D 


Imagene Kennedy Schmidt / 
MAJ Oonna Owen 


. 
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MACV Nurse Adviser 


Exit 


Exit 


Exit 


Exit 


Role of the Nurse 
In Vietnam 


ExIt 

cettermen Sed, Cent 

533 ih i tal 

Lessons Learned 

Vietnam 

Cong Hoa Hospital 

zit EVAC Hospital 
Pletku 

Experiences 

tn Korean War 

Experience as 

Nurse In Mewell "G1 

Army Nurse and POW 

Experiences during 

World War II 


DATE 


11/18/89 


5/30/86 


6/22/88 
4/6/88 


8/12/70 


5/13/73 


4/24/73 
5/3/73 


6/68 
4/12/80 
5/24/82 


4/9/83 


220 


33 


NAME OF COMMAND 


CMH Nurse Corps Collection 
QYH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 
CMH Nurse Corps Collection 


CMH Nurse Corps Collection 


G1 Nurse Corps Collection 
G1 Nurse Corps Collection 
G#i Nurse Corps Collection 
G41 Nurse Corps Collection 
CMH Nurse Corps Collection 


G1 Nurse Corps Collection 


eel 


INTERVIEWEE / INTERVIEWER 


Alberta H. Knips/ 
COL Robert V. Piemonte 


Bertha L. G. Martin/ 
Col. Etleen Bonner 


Ere tery Mary Py lpenweny 
Doris Frances Back inger/ 
COL Mary Jo Kasselman 


Ms. Nellle Osterland/ 
COL Rosemary T. McCarthy 


MAJ Ester Juanita Fatula/ 
COL Amelia J. Carson 


MAJ Margaret Z Hear gl a/ 
COL Robert V. P 


MAJ Elizabeth janie 
1LT Constance J. Moore 


COL Joyce Gillesple/ 
1LT Constance 5. Moore 


El lzabeth ey! 
MAJ Patricta Sloan Ed.D 


Ms. Louine Lunt Peck/ 
COL Clara Adams-Ender 


MAJ Male Kanmerand/ 

MAJ Kathleen Srsic-Stoehr 
Mildred Dalton Manning/ 
LTC Ruth Mobley 


Edith Shacklette Haynes/ 
MAJ Susan McMarlin 
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SUBJECT 


Experlence as rec 
ones In Hawall 1 


Experlence as 
horas In Hawal |! 1 


Nursing Experience 
In corse 

Exper lence ot aay 
Nurse. | In Hawal i 1 


Raper ence as rage 
Nurse in Hawall 1 


Nurs! Exper lence 
In aves ; 

Nursing Exper lence 
In ores 


Nurs! Exper ltences 
In Philippines and 
Korea 


road a Exper lence 
In Kore 


E avg Bona | 
Nurse In Hawatt °41 


Nursl Experlences 
In World War II 


rere Exper lence 
In Kore 


Nursing Experlence 
In Phi Ippines a1 7 i 


Nursing Expertences 
pre-war as POW 
Gur ing Bataan 


DATE 


5/24/82 
5/23/82 
4/11/86 
5/2/82 

5/24/82 
4/13/86 


4/12/86 


4/12/86 
4/13/86 
5/24/82 
8/31/86 
4/12/86 


4/11/84 


4/9/83 
£22 


NAME OF COMMAND INTERVIEWEE/ INTERVIEWER 
CMH Nurse Corps Collection MAJ Ida L. le/ 
COL Robert V. Plemonte 
CMH Nurse Corps Collection Barbara Cul lam/ 
LTC Carol Reineck 
CMH Nurse Corps Collection Or. Elsie Lea Bandman/ 
MAJ Kathleen Tracy 
CMH Nurse Co Collect ton CAPT Gwendolyn H. Petsey 
web COL Esther Jane McNe! 
CMH Nurse Corps Collection Ms. Alice (Hahn) Powers/ 
COL Betty Antilla 
Army Aviation Center MG.T. Ray Kirkland/ 
Oe ee aoe pet Herbert, PY LePore 
Army Aviation Center A gat et rd R. Murphy/ 
ene eet Or. Herbert P. A dick 
Army Aviation Center MSG. John L. Mims/ 
vg Or. Herbert ?. LePore 
Army Aviation Center Chaplain Col.Leroy Johnson/ 
ai dg gh ket Pa P. Latore 
Army Aviation Center LTC CRet. William A. Howell/ 
‘ Or. Herbert P. LePore 
Army Aviation Center Col. Robert Stewart/ 
Or. Herbert P. LePore 
Army Aviation Center CW4 Michael J. 


Novose 1 / 
Or. Herbert P. LePore 


Cent Col eTommy C. Stiner/ 
Army Aviation Center Or. Herbert P. LePore 


223 cine 
PEST COPY AVARLABLE =" 


SUBJECT DATE 
Nurs! Expert 
intorsa  s127/86 
Nursi Exper! ence 
nto = 12786 
Nursing Expertences 
During World War II 4/12/88 
Nurs! Exper ltences 
tn Philippines 3/7/84 
Nurs! Exper! 

on 108 Glens Norte 
he 11 4/9/83 
Exit 4/17/87 
Exit 4/17/87 
Driver for 
General Patton 3/20/87 
Exit 8/28/86 
lst Presidential 
Helicopter Pilot 8/4/86 
Army Astronaut 6/5/86 
Overview of 40 
year career- Medal 5/30/84 

Honor Winner 

Aviations role in , 

vietran and the future 1/30/86 
224 


28 


27 


16 


10 


NAME OF COMMAND 


Army Aviation Center 


Army Aviation Center 


U.S. Army Tank Automot Ive 
Command 


U.S. Army Tank Automotive 
Conmand 


Defense Language Inst itute/ 
Foreign Language Center 


Military Traffic Management 
Command 


Military Traffic Management 
Command 

U.S. Army Fleld Artillery 
Center 

Combined Arms Center 


S. Army Armor Center 


INTERVIEWEE / INTERVIEWER 


Col. Sherwood C. Spring/ 
Dr. Herbert P. LePore 


BG Rudolf Ostovich, III/ 
Joseph Mihalak 


LTG Welborn G. Dolvin (Ret) 


BG Bernard R. Luczak CRet.) 


Col. Monk R. Bullard, Comdt 


MG Edward Honor/ 
Mr. Arnold E. Ostrom 


MG Harold I. Small, USA/ 
Mr. Arnold E. Ostrom 


MG Eugene S. A voces V/ 
Dr. Boyd L. Da strup 


~ Frederick M. Franks, Sr./ 
re 


MG Frederic J. Brown/ 
Or. John Cranston 


110 


SUBJECT 


Army Astronaut 
Exit 


ram manager for U.S. 
Feds Hole of i a 


Exit 


Assessment of his 
tenure as CG 


DATE 


4/4/86 


8/4/86 


11/5/86 


2/23/88 


9/14/87 


6/18/87 


10/7/86 


7/10/87 


1/26/87 


6/5/86 


+ 
©) 


10 


15 


NAME OF COMMAND 


Army Materlel Command 
Army Materiel Command 
Army Materiel Command 
Army Materiel Command 


Information Systems Command 
Information Systems Command 
Informat lon Systems Command 
Information Systems Commanc 
Information Systems Command 


U.S. Army Europe/Seventh 
Army 


The Joseph M. Swing Papers 


The Joseph M. Swing Papers 


ece 


INTERVIEWEE/ INTERVIEWER 
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APPENDIX I 


USAMHI holdings of Seaier Officer our aay Reperts from the Vietnam War are 
located on Level E and marked, DA ACSFOR DBSO __ 


ACSFOR had general responsibility for the Senior Officer Debriefing Program begun in 1963, 
in which high level commanders and other key officers prepared written reports after 
completing their field assignments. The program was not limited to Vietnam assigaments, but 
« the reports produced as a result of the extensive and lengthy US involvement in Southeast Asia 
obviously predominated. Forwarded by the departing officers to ACSFOR, the reports were 
reviewed then distributed for action or information as appropriate. The Combat Developments 
Command and other commands on the distribution list further processed the debriefing 


reports as applicable. 

NAME/RANK POSITION DATES 
Aaron, Harold R. COL CO, Sth Special Forces Group (Airborne) 4 Jun 68-29 May 69 
(AD503048) 


Armstrong, Dewitt C. BG 


Balitis, John J. COL 


Barnes, John W. BG 
(AD513374) 


Barsanti,0.M. MG 
Barten, George A. COL 


Bartlett, GeraldT. LTC 
(AD523756) 


Bautz, Edward Jr. MG 
(AD5 14361) 


Beasley, Liaton C. LTC 
(AD907677L) 


Beck, William J. LTC 
(AD513159) 


Beeson, John J. COL 
(AD513160) 


Belser, Adolp L. COL 


Benw, Harold F. Jr. COL 
(AD523508) 


ae 


CG, US Army Forces, Military Region 2 15 May 71-3 Nov 71 
Senior Advisor, Ist Special Brigade 21 Mar 72-1 Jul 72 


Deputy Senior Advisor, II Corps 18 Nov 67-15 Dec 68 
Tactical Zone 
CG, 101st Air Cavalry Division 13 Dec 67-10 Jul 68 


Senior Advisor, IV Corps Tactical Zone Sep 64- Jun 66 
Province Senior Advisor, Hau Nghia 19 May 71-14Nov 72 
J-3, MACV; Mer 69- Mar 70 
CG, 25th Infantry Division Apr 70- Dec 70 
Province Senior Advisor, Kien Phong 14 Jul 71-13 Jan 73 
CO, 4th Psychological OperationsGroup 15 Oct 67-7 Oct 68 
gd Senior Advisor, 1 Corps Tactical 1 Jul 67-19 Aug 68 
one 


CO, 29th General Support Group 17 Jul 71-30 Apr 72 


CO, 7th Psychological Operations Group, 30 Nov 68-16 May 72 
Okinawa 
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Bergner, John COL CO, USA Aviation Material ponent 18 Dec 69-14 Dec 70 


(AD514026) Center, and 34th General ta 
(Aircraft Maintenance and rly 
Bowers, Verne L. MG Deputy Chief of Staff (Personnel! & 30 Mar 69-10 Sep 70 
(AD5$12506) Administration), USARV 
Brandenburg, W.H. COL Provost Marshal, USARV, and 30 Aug 68-22 Dec 69 
CO, 18th Military Police Brigade 
Bringham, Joho L.B. LTC Deputy Province Senior Advisor, 21 May 71-22 Dec 72 
Tuyen Duc F 
Brown, Charles P, MG DCG, I Field Force Vietnam 31 Mar 70-8 Jan7i—* 
(AD516889) CG, | Field Force Vietnam 9 Jan 71-30 Apr 71 
CG, 2d Regional Assistance Command 30 Apr 71-15 May 71 
Burdett, Allen M. Jr. MG Aviation Officer, USARV, and 31 Mar 69-6 Jan 70 
(AD507291) CG, Ist Aviation Brigade 
Burgess, Robert L. COL Province Senior Advisor, Kien Tuong 17 Aug 72-28 jan 73 
Burke, William A. MG CG, 4th Infantry Division 1 Jul 70-1 Dec 70 
(AD514025) 
Burton, Jonathan R. BG CG, 3d Brigade (Separate), 10 Apr 71-13 Dec 71 
Ist Cavalry Division (Airmobile) 
Cantrell, Jack B. LTC Senior Advisor, Binh Tuy 12 Jan 71-9 Jul 72 
(AD905552L) 
Carrington, George B. COL Senior Advisor, Capital Military 20 Mar 68-3 Jun 68 
' District (CMD); 
Deputy Senior Advisor, (CMD) 4 Jun 68-13 Oct6s 
Caruthers, L. H. Jr. BG Director, Special Project, J-3, MACV; Aug 67- Feb68 
CG, Prov. Corps Vietnam Artillery Feb 68- Aug 68 
Chamberlain, Edward W. Jr. COL Senior Advisor, 44th Special 5 Jul 72-28 Jan 73 
(AD$25407) Tactical Zone 
Chapman, Curtis BG CG, 20th Engineer Brigade 23 Jul 67-2 Nov 68 
(AD5$13372) 
Collins, A.S. Jr. LTG CG, I Field Force Vietnam 15 Feb 70-9 Jan 71 
(AD514424) 
Collias, Glenn J. BG CG, 44th Medical Brigade, and 11 Jul 67-1 Aug 68 
Surgeon, USARV 
Cono, Jack L. COL een ee 21st Infantry Division 25 Jun 72-27 Feb 73 


Connor, John P. COL Senior Advisor, IV Corps Tactical Zone 1 Feb 63-1 Feb 64 


y 


Cooksey, Howard H. MG CG, Ist Regional Assistance Command 30 May 72-25 Jan 73 
(AD325503) 


Corcoran, Charles A. LTG J-3, MACV 23 May 68-24 Jul 68 
Chief of Staff, MACV 25 Jul 68-14 Mar 69 
CG, I Field Force Vietnam 15 Mar 69-23 Feb 70 

Corley, ca LTC Senior Advisor, Long Khan and 1 Dec 70-16 Jun 72 

(AD905627 Binh Long 

Cortez, James J. LTC Senior Advisor, Ist Armor Brigade 15 Jun 72-15 Nov 72 

(AD524289) (ARVN) 

Crittenberger, Willis D. J? BC CG, II Field Force Vietnam Artillery Feb46- Sep 66 
Military Assistant to Deputy Ambassor Sep 66- jen 67 

Cunningham, H.S. BG CG, 173d Airborne Brigade 9 Aug 69-10 Aug 70 

(AD512272) 

Cushman, John H. MG CG, Delta Regional Assistance 14 May 71-14 Jan 72 

(AD523904 Command 

Daly, Frederick R. LTC Deputy Province Senior Advisor, 17 Jun 72-15 Feb 73 

(AD922369L) Ba Xuyen 

Davis, Charles E. COL CO, USA SupportCommand,QuiNhon 24Feb7!-17 May 7! 

(AD516964) 

Davis, William E. COL Senior Advisor, 7th Infantry Division 6 Jul 72-27 Jan 73 

(AD525180) (ARVN) 

Davison, Michael S. LTG CG, I] Field Force Vietnam and 15 Apr 70-26 May 71 

(AD516373) 3d Regional Assistance Command 

Day, Frank L. LTC Deputy Province Senior Advisor, 2 Dec 72-27 Jan 73 
Pleiku 

Del Mar, Henry R. BG CG, USA Soper Command, 16 Oct 69-16 Sep 70 

(AD513910) Cam Ranh Bay 

Denno, Bryce F, COL Senior Advisor, 1 Corps Tactical Zone 7 Jun 62-9 Jun 63 

Desobry, William R. BG Deputy Senior Advisor, IV Corps 6 Aug 65-¢ Jun 66 

(AD513367) Senior Advisor, IV Corps Tactical Zone 3 Jun 66-14 Jan 68 

Dickerson, George W. BG CG, 3d Brigade, 82d Airborne Division 11 Dec 68-11 Dec 69 

(AD$07246) 

Dodge, Griffin N. LTC Province Senior Advisor, Sadec 24 Jan 72-17 Oct 72 
Province Senior Advisor,Quang Duc 24 0ct 72-20 Feb 73 

Dolvin, W.G. LTG CG, XXIV Corps 9 Jun 71-20 Mar 72 

(AD523838) 
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Duke, Charlies M. MG 


Dukkony, Stephen J. LTC 


Dunlop, Donald D. BG 
(AD513376) 


Duquemin, Gordon J. BG 


(AD511346) 


Eckhardt,G.S. MG 
(AD503181) 


Edwards, Richard A. BG 
(AD502088) 


Eifler,C.W. MG 
(AD879472) 


Elder, John H. Jr. BG 
(AD502391) 
Evans, Joha C. COL 


Ewell, Julian J. MG 
Ewell, Julian J. LTG 
(AD509550) 


Fitzpatrick, F. William LTC 


Forsythe, George 1. MG 
Foster, Hugh F. Jr. MG 
Garth, Marshall B. MG 


Geraci, Joha P. COL 
(AD529663) 


Gerecke. Henry H. COL 


(AD909281L) 


Gerrity, Joha L. COL 
(AD$13976) 


CG, 18th Engineer Brigade 
Chief ra USARV, and 


Deputy Province Senior Advisor, 
Go Cong 

Deputy Senior Advisor, IJ] Corps 
Tactical Zone 


Deputy Senior Advisor, II Corps 
Tactical Zone 


CG, Delta Military Assistance Command, 
Senior Advisor, IV Corps Tactical Zone 


CG, I Field Force Vietnam Artillery 
CG, ist Logistical Command, USARV 


CO, 79th ay erred Group 
Deputy CO, USAECAV 
CG, 18th Engineer Brigade 


Senior Advisor, 18th lafantry Division 
(ARVN) 


CG, %h Infantry Division 

CG, I! Field Force Vietnam 

Deputy Province Senior Advisor, 
Phong Dinh 

CG, Ist Cavalry Division (Airmobile) 
CG, ist Signal Brigade 

CG, 3d Regional Assistance Command 
CO, Security Assistance Force, Asia 


CO, 18th Military Police Brigade 


CO, 1ith Armored Cevairy Regiment 


15 Jan 67-9 Aug 67 
10 Aug 67-14 68 


13 Jan 72-27 Jan 73 

22 jun 68-30 Apr 69 

1 Dec 69-6 Jul 70 

15 Jan 68-1 jun 69 

11 Aug 68-16 Mar 69 
Jan 66- May 66 


7 Jan 68-3 jul 68 
3 Jul 68-21 Sep 68 
21 Sep 68-3 May 69 


19 Jul 72-1 Feb 73) 


25 Feb 68-2 Apr 69 
2 Apr 69-15 Apr 70 


7 Dec 72-27 Feb 73 


19 Aug 68-23 Apr 69 
19 Jun 70-1 May 71 
40ct 72-28 Mar 73 
14 Aug 71-6 Jul 73 


11 Jun 72-11 Mar 73 


22 Jun 70-21 Dec 70 


Gettys, Charlies M. MG 
(AD502565) 


Gibson, Harold B. Jr. BG 
Gleason, Frank A. Jr. COL 
(AD504928) 


Goodell, R. H. COL 
Gudgel, Edward F. jr. COL 
(AD514680) 

Gunn, James W. DG 
(AD505836) 


Gustafson, Kari W. BG 


Hall, Charles M. BG 
(AD514360) 


Hallmark, Robert C. LTC 


Hamlet, JamesF. BG 
(AD523510) 


Kaycraft, Thomas J. MAJ 
(AD525106) 


Hemingway, tack W. BG 
Heiser, Joseph M. Jr. MG 
(AD504922) 


Hennesse, , Johan J. MG 
(AD514578) 


Henslick, James COu 
(AD531392) 


Hermann, John R. Jr. COL 
(AD529824) 


Hicks, Orman E. COL 
Hiestand, Herry H. BG 
(AD5253641) 

Hill, John G. BG 


’ (6, 23d (Americal) Division jun 68- May 69 


CG, USA Support Command, Saigon 25 Sep 69-23 Nov 70 
CO, USA Support Command, 2 Dec 68-2 Aug 69 
Cam Ranh Bay 

CO, 507th Transportatica Group.and = 12 Jui $7-2 Jul 68 
CO, Traffic Management Agency, MACV 

CO, II Field Force Vietnam Artille.'y 15 Jun 70-18 Jan 71 
CG, USA Support Command, Da Nang 19 Oct 68-7 Oct 69 


CG, 18th Military Police Brigade 21 Nov 67-30 Aug 68 
CG, I Field Force Vietnam Artillery 23 Oct 69-17 Oct 70 


Province Senior Advisor, Vinh Binh 15 Jun 72-15 Feb 73 
CG, 3d Brigade, Ist Cavairy Division 13 Dec 71-20 Jun 72 


Senior Advisor, Ist Armored Brigade 14 Nov 72-27 Jan 73 
(ARVN) 


Aviation Officer, USARV, and 12 Aug 70-31 jul 71 
GG, ist Aviation Brigade 

CC, Ist Logistical Command 2 Aug 68-23 Aug 69 
CG, 101st Airborne Division May 7(- jao7! 


Senior Advisor, 2d lafantry Division 6 Jul 72-27 jJea 73 
(ARVN) 

Senior Advisor, 3d Royal ThaiArmy 27 May 72-27 May 73 
CO, US Army Materiel Command,and 6 Jan 69-21 Dec 69 
CO, 34th General Support Group (AM&S) 

CG, Ist Regional Assistance Command 25 Jan 73-23 Mar 73 


CG, ist Brigade, 5th Infantry Division 30 Jun 70-18 May 71 


Hizon, Robert C. BG 
(AD515640) 3 


Hoffman, Richard G. COL 
(AD521141) 


Holbrook, Willard A. 111 LTC 
(AD907118L) 


Hollis, Harris W. MG 
(AD509875) 


Huater, Albert E. BG 
fennings, Hal B. Jr. BG 


(AD302770) 


Jones, David L. COL 
(AD313368) 


rdan,C.E. Jr. COL 
ADS13161) 
Joy, D. Duncan COL 
Katagiri, Taro COL 
Keefe, John L. Jr. LTC 
(AD908578L) 
King. Joha P. COL 
(AD907303L) 


Kinnard, L. D. BG 
(AD5306867) 


Kissinger, Harold A. MG 
(AD523682) 


Kobata, Katsuji LTC 
Koster, S. W. MG 
(AD513369) 

Ladd, Jonathan F. COL 
Langiand, Kenneth F. COL 


Larsen, Stanley R. LTG 


CG, XXIV Corps Artillery 


CO, 23d Artillery Group 
Province Senior Advisor, Phu Yen 
CG, 25th Infantry Division 


CG, USA Support Command, Qui Nhon 


CG, 44th Medical Brigade, and 
USARV Surgeon 


CO, 108th Artillery Group | 
Coordinator of Territoral Securi 

and Chief, RF and PF Division, i 
Headquarters, MACV 

Province Senior Advisor, Vinh Long 


C0, 44K Psychological Operations Group 
Desig Beovilicn Senior Advisor, 
Chau Doc 


Province Senior Advisor, An Xuyen 
CG, I] Field Force Vietnam Artillery 


CG, USA Support Command, 
Cam Ranh Bay 


Deputy Province Senior Advisor, 


Lieu 


CG, 23d (Americal) Division 


17 Nov 69-1 Sep 70 
30 Jun 71-26 Jan 72 
22 May 71-13 Dec 72 
15 Sep 69-2 Apr 70 


8 Jun 69-1 Jun 70 
i Feb 69-3 Jun 69 


3 Oct 67-3 Sep 68 


1 Aug 68 -1 Nov 68 


20 Jul 70-13 Dec 71 


4 0ct 68-13 Mar 70 
14 Jul 71-13 Feb 73 


12 Jun 71-12 Jan 73 


21 May 69-20 Nov 69 


7 Sep 70-15 Mar 72 


26 Oct 71-26 jan 73 


Sep67- Jun 68 


00, Sth Special Forces Group (Airbirne) 4 Jun 67-4 "0n 68 


CO, USA Support Command, 
Cam Renh Bay 


CG, I Field Force Vietnam 


zoe 


26 Sep 67-1 Jun 68 


1 Aug 65-31 Jul 67 


Leach, James H. COL 
(AS06768) 


Lee, Robert V. Jr. COL 
(AD304368) 


I conard, Theodore COL 
Lockridge, Robert W. LTC 
(AD525<08) 

Logan, Laddie B. LTC 
(AD525106) 

Lollis, Shelton E. MG 


McAuliffe, D. P. BG 
(AD513971) 


McBride, George H. BG 
McCaffrey, W. J. LTG 
(AD523507) 


McCoid, C. B. COL 
(AD525180) 


McCown, Hal D. COL 


McCown, Hal D. MG 
(AD517426) 


McDonald, John M. LTC 


McGowan, Robert S. COL 
(AD911601L) 


McGuire, Thomas J. BG 


Mackinnon, Robert N. MG 
(AD523712) 


Matheson Sa:v. H. BG 
(AD879473) 


Mearns, F.K. MG 
(AD513164) 


Metzner, Edward P. LTC 


Mildren, Frank T. LTG 
(AD511217) 


* CO, 108th Artillery Group 


CO, iith Armored Cavairy Regiment 6 Apr 69-7 Dec 69 
4 Sep 68-14 Aug 69 


CO, US Army Special Forces, Vietnam 7 Nov 63-7 Aug 64 
Province Senior Advisor, Long An 21 May 71-20 Feb 73 


Senior Advisor, II] Corps Ranger - Febd73 

Command 

CG, Ist Logistical Command Apr 66- Aug 67 

Deputy Senior Advisor, Military Dec 69- Nov 70 
' Region 3 

CG, USA Support Command, jan 67- jun 68 

Da Nang (Provisional) 

DCG, US Army Vietaam 15 Jun 70-5 Sep 72 


Senior Advisor, 3d Iufantry Division 3 Jun 72-27 Jan 73 
(ARVN) 


Senior Advisor, 11 CorpsTactical Zone 13 Dec 62-13 Aug 63 
CG, Delta Regional! Assistance Command 15 Jan 70-14 May 71 


Province Senior Advisor, Phu Yen 9 Dec 72-13 Feb 73 
Province Senior Advisor, Quang Ngai Nov7i- Jui72 


CG, I Field Force Vietnam Artillery 18 Oct 70- 16 Jan 71 


Aviation Officer, USARV, and Jul7i- = Jul 72 
CG, Ist Aviation Brigade : 


CG, Ist Brigade, 101st Airborne Division Jan67- Mar 68 


CG, 25th Infantry Division; 


30 Jul 67-20 Mar 69 
GG, Capital Military Assistance Command 


Province Senior Advisor, Kien Giang 10 Aug 72-15 Feb 73 
DCG, US Army Vietnam 22 jun 68-1 Jul 70 
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Millener, George A. Jr. COL 
(AD525180) 


Milloy, Albert E. MG 


Milloy, Albert E. MG 
(AD514481) 


Moore, H.L. Jr. BG 


Moreland, Arthur D. COL 
(AD90$551L) 


Morris, J.W. BG 
Morton, Geurge C. COL 


Muller, Heary J. Jr. BG 
(AD511189) 


Neel, Spurgeon BG 
Newman, George E. COL 
(AD529816) 


Noble, Charles C. MG 
(AD517843) 


Nutting. Wallece H. COL 
(AD515988) 


Oden, Delk M. MG 
Ochs, E.R. BG 
(AD514579) 


O'Connor, George G. MG 
(AD511311) 


O'Dunnell, Edwin T. BG 
(AD513319) 


Parfitt. H.R. BG 
(AD305961) 


Parker, DavidS. MG 
(AD506027) 


Patton. George S. COL 
(AD502378) 


Senior Advisor, ist Infantry Division 
(ARVN) 


CG, ist lafentry Division 
CG, 23d (Americal) Division 


CG, 18th Military Police Brigade 
Province Senior Advisor, Kien Gieng 


CG, 18th Engineer Brigade 
CO, US Army Special Forces (ARVN) 


Deputy Senior Advisor, | Corps 
Tactical Zone 


CG, 44th Medical Brigade, and 
USARV Surgeon 


Chief, US Army Advisory Group, 
Thailaad 

Engineer, USARV, and 

CG, US Army Engineer Command 
CO, 11th Armored Cavalry Regiment 
Chief, Army Section, MAAG-VN 

CG, USA Support Command, Vietnam 
CG, 173d Airborne Brigade 

CG, Hh Infantry Division 

CG, 20th Engineer Brigade 

CG, 20th Engineer Brigade 
Engineer, USARV, and CG, Engineer 


Troops, Vietnam 
CO, 11th Armored Cavalry Regiment 


20 May 72-29 Jan 73 


10 Aug 69-21 Me ~ 70 
22 Mar 70-23 Nov 70 


2 Feb 66-19 Nov 67 
19 Mer 71-15 Aug 72 - 


3 May 69-3 May 70 
I Sep 62-6 Nov 63 
12 Sep 69-15 Jun 70 


1 Aug 68-1 Feb 69 

12 Jun 71-22 Apr 73 - 
29 Jun 70-5 Aug 71 

22 Dec 70-5 Mar 71 
Paice 

10 Aug 70-15 Jen 71 

1 Jun 67-25 Feb 68 

1 Nov 69-1 Oct 70 . 
2Nov68-1Nov69 =, 


21 jul 68-14 Oct 69 


15 Jul 68-6 Apr 69 


Peers, W.R. LTG 
(AD502432) 


Pepke, Donn R. MG 
(AD506705) 

Peters,Gus$ COL 

Pixton, Allan G. BG 
(AD506707) 

P‘ummer, Frank S. Jr. COL 
Porter, Edward J. COL 
(AD523958) 

Posi, Alton G. COL 
{AD863251) 

Preer, Carleton Jr. BG 
(AD506706) 

Putnam, Earl L. LTC 
Rawls, Lucian R. Jr. COL 
(ADE 31392) 

Reisling, Glenn M. Jr. LTC 


Renwanz, Rowland H. COL 
Richards, Darrie H. BG 


(AD503182) 


Richardson, Walter B. MG 
(AD5306272) 


Rienzi, Thomas M. MG 


Riggs, William G. LTC 
(AD523735) 


Roberts, Eivy B. MG 


Roberts, F. J. BG 
(AD509858) 


CG, 4th Infantry Division 
CG, I Field Force Vietnam 


CG, 4th Infantry Division 

Deputy Senior Advisor, III Corps 
Tactical Zone 

CG, XXIV Corps Artillery 

Senor Advisor, 18th Infantry 
Division (ARVN) 

Province Senior Advisor, Phong Dinh 
CO, Aviation Materiel Management 
Center; 

CO, 34th General Support Group 


Deputy Senior Advisor, II! Corps, and 
III Corps Tactical Zone 


Deputy Province Senior Advisor, 
Sadec 


Senior Advisor, %h Infantry Division 
(ARVN) 

Deputy Province Senior Advisor, 

Binh Thuan 

Deputy Senior Advisor, | Corps Tactical 
Zone : 


CG, USA Support Command, Qui Nhon 
CG, Capital Military Assistance Cmd 


CG, ist Signal Brigade, and Assistant 
Chief of Staff for Communications- 
Electronics, USARV 


Chief, Peninsular Thaiiand 
(Fourteen Southern Province) 


CG, ist Cavalry Division 
GG, II Field Force Vietnam Artillery 
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Jan 6b. Mare? 
30 Nov 68-14 Nov 69 
22 Jun 67-6 Jun 68 
2 Sep 68-20 Nov 69 
21 Jul 71-19 Jul 72 


26 May 71-1 Dec 72 


18 Oct 68-7 Jan 69 
7 Jan 69-15 0ct 69 
1 May 69-30 Nov 69 


16 Dec 72-28 Jan 73 
24 Jan 73-22 Mar 73 
7 May 71-9 Dec 72 
10 Aug 68-21 Aug 69 
9 May 68-8 Jun 69 
13 Apr 69-7 Nov 69 


30 Sep 68-19 jun 70 


10 Mar 71-19 Feb 72 


23 Apr 69-5 May 70 
21 Nov 69-8 May 70 


Ruop, W:iiiam B. COL 
(AD507184) 


Roper, Willard BG 
(AD513371) 


Rosson, Williem 3. LTG 
Rowney, ELL. MG 


Russell, George H. COL 
(AD523811) 


Sandridge, James W. Jr. COL 
Schrader, H.C. MG 
Scott, Thomas H. Jr. MG 


Sidle, Winant BG 
(AD305158) 


Simmons, Cecil K. LTC 
(AD905028L) 


Smith, Athol M. COL 
Smith, H. D. COL 


Smith, Joha D. LTC 
(AD907107L) 


Springman, Robert W. LTC 
(AD911602L) 


Starry. Dona A. COL 
(AD311806) 


pci Jemes W. Jr. LTIG 
(AD5170 


Sweeney, Arthur H. MG 
(AD523509) 


Sydaor, Elfiott P. Jr. COL 
(AD331796) 


Talbott, Orvin C. MG 


Terpley, Thomes M. MG 
(ADS21407) 


Senior Advisor, Vietnam Airborne 20 Jan 69-4 Jan 70 
Division 


CG, 18th Engineer Brigade 1 Nov 67-21 Sep 68 
CG, I Field Force Vietaam Jun 67- jul 68 
Chief, ACTIV 8 Oct 62-2 Jun 63 
Chief, Ground Forces Division 8 Apr 70-30 Apr 72 
JUSMAG, Philippines 


CO, 34th General Support Group (AM&S) Oct67- Sep6s 
OG, 18th Engineer Brigade 3 May 70-27 Apr 71 
CG, ist Logistical Command Jui67- Aug 68 
CG, ! Field Force Vietnam Artillery 16 Mar 69-10 Sep 69 
Deputy Province Senior Advisor, 6 Dec 70-8 jul 72 
Dinh Tuong 

Province Senior Advisor, Kien Phong 1 Jan 73-12 Feb 73 
CO, USA Support Command, Da Nang 15 Oct 69-27 Jul 70 
Deputy Province Senior Advisor, 5 May 71-10 Dec 72 


Pleiku 

Province Senior Advisor, Kien Tuong 5 Jul 70-20 Aug 72 
CO, 1ith Armored Cavairy Regiment 7 Dec 69-7 jun 70 
CG, XZIV Corps 18 Jun 70-9 Jun 71 
CG, USA Support Command, Da Nang $= 27 Nov 70-10 Apr 72 


CO, Security Assistance Force, Asia 6 Jul 72-30 Jun 74 


CG, Ist lafentry Division 17 Apr 68-9 Aug 69 
CG, 10ist Airborne Division (Airmobile) 1 Feb 71-10 Jan 72 
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Tarpley, Thomas M. MG CG, Delta Regional Assistance Command 15 jan 72-13 Jan 73 
{AD$25122) 
Tausch, William H. LTC Deputy Province Senior Advisor. I Jun 71-11 Feb 73 
Kien Hoa 
Taylor, George 1. COL CO, US AHeadquarters AreaCommand Aug68- Nov 69 
Thomas, David E. BG CG, US Army Medical Command, and 3 Jun 69-2 Dec 70 
(AD514459) Surgeon, USARV 
inane Paul M. BG CG, 18th Military Police Brigade,and 15 Jun 71-30 May 72 
(AD5235! Provost Marshal, USARV 
Timmes, Charles J. MG Chief Army Section, MAAG-VN; 7 Jun 61-5 Mar 62 
Chief, MAAG-VN 6 Mar 62-15 May 64 
Timothy J.S. BG Deputy Senior Advisor, I] Corps Dec 68- Dec 69 
(AD508233) Tactical Zone 
N Totsoa, Joha J. MG CG, ist Cavalry Division (Airmobile) 1 Apr 67-15 Jul 68 
Truman,C.R. COL Senior Advisor, Regional and Popular 16 Aug 67-1 Aug 68 
Forces, and Chief, RF/PF Division. 
CORDS 
Tucker, George G. Jr. COL Senior Advisor, Quang Nam and 12 Jan 71-11 Jul 72 
(AD905185L) An Giang 
Tucker, William H. Jr. COL CO, US Army Forces, Military Region 14 Apr 71-1 Jul 7! 
(AD516982) 2, Artillery 
Turner, James J. LTC Deputy Province Senior Advisor, 4 Jan 71-18 Jul 72 
(AD523512) Ba Xuyen 
Ulmer, W.F. Jr. COL Senior Advisor, 5th Infantry Division 8 May 72-21 Dec 72 
(AD525180) (ARVN) 
Vance, Daniel BG CG, USA Support Command, Saigon Nov 70- Jun 72 , 
(AD904662L) 
Vanden Bosch, Jon C. LTC Province Senior Advisor, Darlac 26 Apr 72-26 Jan 73 
Van Harlingen, W.M. BG CG, ist Signal Brigade, and Assistant 28 Jul 67-1 Feb 69 


Chief of Staff for Communications- 
Electronics, USARV 


Veaudry, Wallace F. COL Province Senior Advisor. Vinh Long 4 Jan 72-15 Feb 73 
Weaver, Wilburn C. MG CG, ist Signal Brigade | May 71-11 Jun 72 
(AD$23421) 
Wetherill, R. MG CG, Delta Military Assistance Command ! Jun 69-16 jan 70 - 
(AD307654) 
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Weyand, Fred C. LTG 


Williams, Robert R. MG 
(AD313163) 


Villiams, Theodore C. Jr. COL 
(AD525180) 


Villiems, W.F. COL 
(AD513912) 


Williamson, Ellis ¥. MG 
(AD305393) 


Wittwer, Wallace K. BG 

Wolff, Herbert E. BG 

(AD5 10866) 

Wright, Jobo M. MG 
D510128) 


Wurman, JamesE. LTC 


Yoder, Harry A. COL 
(AD525180) 


Young. George H. Jr. BG 
(AD$13370) 


Zais, Melvin MG 
(AD502564) 


Zais, Melvin LTG 
(AD310933) 


CG, 11 Field Force Vietnam 29 Mar 66-1 Aug 68 


Aviation Officer, USARV, end 16 Sep 67-20 Mar 69 
CG, ist Aviation Brigade 


Senior Advisor, 9th Infantry Division 15 Feb 72-23 Jan 73 
(ARVN) 

CO, 3d Brigade, 9th Infantry Division 27 Mar 70-20ct70 
CG, 25th Infantry Division 2 Aug 68-15 Sep 69 
CG, 18th Militery Police Brigade,and 4 jan 70-15 jun 71 
Provost , USARV 

CG, Capital Military Assistance Cad 5 Mar 70-24 Jun 70 


CG, 101st Airborne Division 25 May 69-25 May 70 


Province Senior Advisor, Ninh Thuan 28 Aug 72-28 Jan 73 
Senior Advisor, 25th Infantry Division 4 Aug 72-28 Jan 73 
(ARVN) 

DCS, Plans and Operations, USARV; 1 Mar 67-18 Oct 68 


DCG, 23d (Americal) Division 
CG, USA Support Command, Da Nang 


CG, 101st Airborne Division 19 Jun 68-25 May 69 
CG, XXIV Corps 26 Jun 69-18 Jun 70 
12 
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COMMNMD DEVELOPMENTS COMMAND DEBRIEFING REPORTS 


USAMHI holdings of Combat Davelopmeants Command Debriefing Reports prepared 
from information provided by returnees from the Vietnam War are located on Level E and 
marked ARMY-CDC-DBRV and ARMY-CDC-DBRV-CS-(date of Command Summary). 


The US Army Combat Developments Command (CDC) debriefing programs vere an internal 
affairs initiated and conducted snlely with the command Vietnam veterans assigned to CDC 
were identified by means of questionnaires, and selected personnel prepared brief but guided 
reports on aspects of their Vietnam experiences. In some cases, individuals vere intervieved 
in depth at one of CDC's specialized direcwrates. Summaries of the debriefing reports and 
transcribed interviews served as a dats bank of retrievable information from which periodic 
ert and analyses of the collected data were prepared and distributed vithin the 
command. 


MAME/RANK POSITION DATE OF INTERVIEW 

Ashworth, ServetusT. MA] Senior Advisor, %h Armored Mar 1967 
Cavairy Squadron (ARVN) 

Bacon, Dougless P. CPT Ill Corps Chemical Officer Apr 1967 

Barnes, Johan W. BG Deputy Senior Advisor, I! Corps 19 Nov 1969 
Tactical Zone 

Barrand, Kerwood W. MAJ S-3, 39h Engineer Battalion (CBT), Mar 1967 
18th Engineer Brigade 

Buchly, William S. MAJ Subsector Advisor Mar 19607 

David, Edgar G. LTC Sth Special Forces Group Apr 1967 
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Sanders, Robert C. LTC 2d Battalion, 20th Artillery (Aerial), 
ist Cavairy Division 

Waltrich, Heary L. MAJ HQ, USARV Signal Section 
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